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USE CRANE EXHIBIT ROOMS AS YOUR SHOW ROOMS 


| In all leading cities of the United Crane fixtures, your customer will 
States and Canada, Crane Exhibit usually buy better fixtures and more 
of them. You can take the order right 
in the Exhibit Room. 


Rooms are maintained. 


Use the nearest one as your show room. 
| . . sti sae 

Send your prospects in to look over No competition. Visitors are told that 
| the fixtures on display. Better still, they can buy Crane materials only 
through plumbing contractors — 
through youif they are your customers. 


bring them in yourself. 


Such a visit makes selling easier for 
you. It gives you a w der range of Use thenearest Crane Exhibit Room 
| fixtures to show. Seeing and compar- and its displays freely. They are 
ing the beauty and convenience of maintained to increase your business. 


RANE 


J uiries to Crane Co., Chicago 
GENERAL OFFICES: shinee suioues, 836 S. MICHIGAN AVENUE, CHICAGO 
Branches and Sales Offices in One Hundred and Forty-eight Cities 
National Exhibit Rooms: Chicago, New York, Atlantic City, San Francisco and Montrea 
ks: Chicago, Bridgeport, Birmingham, Chattanooga, Trenton and Montreal 
CRANE EXPORT CORPORATION: NEW YORK, SAN FRANCISCO, SHANGHAI 
CRANE LIMITED: CRANE BUILDING, 386 BEAVER HALL SQUARE, MONTREAL 
CRANE-BENNETT, Lrv., LONDON 

C™® CRANE: PARIS. NANTES, BRUSSELS 
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Let us to the gentle winds 

Our service flag unfold, 

And hang a fadeless laurel wreath 
O’er every star of gold 


Nina Irving 





Ou Jos. A. Vogel Co. 


) Catalog 


* Wilmington, Del. St. Louis, Mo. 
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NO SEAMS «- NO JOINTS «+ NO PLUGS 


A Flawless Hollow Ball 


Made in all sizes — in Steel, Brass, Bronze, Alum- 
inum, etc. Guaranteed for all industrial applications. 


THE SUPERIOR VALVE AND PUMP BALL 





HOLBoL will not stick HoLBoL will not pound HOLBOL will not groove 


in the seat the valve in service 
Because they respond quickly Because they reduce the because of their light weight 
to changes in pressure shock and resist fatigue and perfect balance 























MAXIMUM STRENGTH and PERFECT BALANCE 
at 40% of the WEIGHT of a Solid Ball. 


Write for Samples, Catalog and Prices. 


mean HOLLOW BALL COMPANY men 


wee vs nat ore BALTIMORE , MARYLAND needa 








DOMESTIC ENGINEERING 


OTHING is more discouraging to 

the housewife than to have the 
bathroom furnishings crack, leak, and 
show signs of wear. The far seeing 
plumber prevents these conditions by 
installing Canfield Rubber Products. 


The Tank Ball, Spud-Washer, Stop- 
per, and Bumper go a long way to make 
your work satisfactory and lasting. 


See to it that they are the best. 
Canfield Rubber Goods may be de- 
scribed as the combination of the good 
points in all others, without the dis- 
advantages of any. 


We sell to manufacturers 
and jobbers only. 


The H. O. Canfield Co. 


Bridgeport, Conn. 
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REG.U.S. PATENT OFFICE 


EMINDER 


the maxy places Ind irect WaterHeaters Carn be sold 
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DAVIS ENGINEERING CORP. 
92 WEST STREET, NEW YORK 


>: ELIZABETH, NEW JERSEY 
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M1 ty ys “- 
Ys vol out- hurt, lapts a 
weak mund and a alirnag tak 


lo gel aervice out of thom 


HESE words taken from a letter sent us by a 

heating engineer in Kansas City typify the 
general feeling existent today in all parts of the 
country regarding boiler ratings. It was the recog- 
nition of this condition and a desire to remedy it 
that led to the preparation of 


IT IS a simple, common-sense explanation of 
this phase of heating. It contains complete 
and accurate information on the subject of 
boiler ratings. You will want to read this 
32-page booklet —it is entitled, ‘‘Guaranteed 
Heating Satisfaction at Minimum Cost.’’ You 
will want your prospective customers to read 
it. Without obligation to you we will gladly 
send you a copy with our compliments. Just 
fill out the coupon below and mail to us today. 


THE H. B. SMITH COMPANY 
Home Office and Works: Dept. A8, Westfield, Mass. 


Sales Offices and Warehouses at 
Westfield Boston New York Philadelphia Cleveland 
Pacific Coast Representatives: HOLBROOK, MERRILL & STETSON, SAN FRANCISCO 


Mail this coupon for your free copy! 


THE H. B. SMITH COMPANY, 
Dept. A8, Westfield, Mass. 


Gentlemen: Please send me a copy of your booklet on boiler 
ratings, ‘‘Guaranteed Heating Satisfaction at Minimum Cost.”’ 


THe H-B-SMITH 


_ BOILERS & RADIATORS _, 


Used in fine homes and buildings since. 1860 
C 


Name..... SP re 





Street 


City * State 











Ml 0), 1925 DOMESTIC ENGINEERING 





ROME 





At least it was not built in a day of 
mail-order houses, static, bobbed hair, 
moonshine, jazz, and other blessings 
we now enjoy. 








Of course there were plumbers and 
steamfitters in those days, because we 
have all heard of the famous Roman 
baths, and the aqueducts, etc. 








You don’t see many pictures of the 
Rome Water Works in the art-stores, 
but the Romans were just as proud 
of it as they were of the Coliseum. 







Rome was built in a day of open 
plumbing and close competition. The 
plumbing is different now, but the 
competition remains about the same. 


Now, about Nye Dies. [From here 
on this is advertising, and you read it 
at your own risk.} 










THE NYE TOOL & MACHINE WORKS, 4120-4130 Fullerton Avenue, Chicago, IIlinois 





NYE—the Die Man 


Was Not Built ina Day! "s2x82. 


and Steamfitter 


If the Roman plumber, or the 
plumbing Roman, had had Nye Tools, 
Rome might never have fallen. 


The night Nero set fire to the old 
place to get the insurance, where 
were the police? And the plumbers? 


‘Perhaps if the Roman plumbers 
had had Nye Tools the Rome Water 


Works might not have failed to work. 


To do a good job of plumbing, in 
the least time, with the most profit, 
you need Nye Dies. 


They cut faster, smoother and easier 
than any other pipe-cutting tool on 
earth. 

Don’t do as the Romans did, do as 
the Romans should have done. Use 


Nye Tools! 


HARRY G. NYE 








<a 














NYE 
SOLID DIE 


1o- 


Nye Toledo type pipe threaders, made in both 
the plain and ratchet type. Satisfaction abso 
lutely guaranteed. Sent on free trial. 













Nye thin blade cutter wheels ” in a class by Improved ii ied ; ~— 

themselves. They are a National institution just ° o. 1 Nye Toledo reader complete, $9.60 net 
like Mr. Hughes’ whiskers, Ziegfeld’s Follies or Skip-Tooth Pattern West of Rocky Mountains $10.20 
Spearmint Gum. Made to fit all standard makes Chasers Relieved No. 1-A Nye Toledo Pipe Threader com- 
of pipe cutters, and guaranteed against breakage a plete : $12.00 net 
in use. ‘Backed-Off ) West of Rocky Mountains ‘ $12.75 
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The 
*“Milvaco” Line 


Standard Valves 


Radiator Valves 
All Types 
Union Elbows 
Globe Valves 
Gate Valves 
Angle Valves 
Compression Stops 
and Wastes 
Compression Stops 
Needle Valves 
( ‘ross Valv es 
Brass Unions 
Thtottle Valves 
Key Air Valves 
Expansion Tank Gauges 


: AINACN 


PMILWAUKEE | 
VALVE 
co 
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“MILVACO” 
Packless Radiator Valve 


—always manufactured by us and, until recently, sold 
through The Dole Valve Company of Chicago, this 
nationally known packless radiator valve will hence- 
forth be marketed through the sales organization of 


the Milwaukee Valve Company, Milwaukee, Wis. 


The popular acceptance and universal use over a pe- 
riod of years of the Dole “Milvaco” Packless Radiator 


Valve testifies to its unfailing efficiency. 


It is our pleasure to announce to the trade the addi- 








tion of this accepted heating specialty. 








MILWAUKEE VALVE Co. 
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“MILVACO” — 


Thermostatic Trap “Milvaco” Line 


Heating Specialties 


Thousands of successful installations throughout the Packless Radiator Valves 
United States testify to the adaptability and efficiency ~~ 
rip Traps 
of this high grade product. Direct Return Traps 
_ ™ . Air Line Valves 
Milvaco” Thermostatic Traps are constructed of the Thermostatic Traps 


Air Eliminators 


high de ials. 
nighest grade materials ei 


They will pass all water of condensation and air from Uiiderevinem Aipeowed 


a vacuum or vapor system, will positively prevent pas- Valves 
Gate Valves 
Angle Valves 
Globe Valves 
Throttle Valves 


sage of steam, are noiseless, self-cleaning and durable. 





Established in 1901, the Milwaukee Valve Company 
manufacture complete heating systems, heating spe- 
cialties and high grade brass valves. 





—serving for twenty-four years the plumbing and 
heating requirements of the United States and Canada. 




















MILWAUKEE, WISCONJSIN 
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New Pick-Up 
Body For 


Runabout 


This is the standard Model T 
Ford Runabout with rear deck 
replaced by substantially con- 
structed all-steel pick-up body. 
There is a universal demand for 
this type of commercial body See this complete Ford unit in 
and when attached tothe Ford _ the display rooms of your near- 
Model T chassis, itprovidesthe est Authorized Ford dealer. 


most economical means of 
light-duty transportation. 


Price Complete $366, F. O. B. Detroit 


Sora 


CARS - TRUCKS - TRACTORS 
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@elween Ourselves. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


S 1 WRITE THIS PARAGRAPH A WARM 
sunlight is doing wonders among growing 
things. While summer is as vet officially one 

th away, still the play-time spirit is in the air 

\ ire probably beginning to feel that general de 


to drop things for a week or two and take to 


the road. It’s legitimate. And IT hope that vou wall 
take a little time to play this vear You couldn't 
do better than time your vacation with the Portland 


Convention—-sce the glorious West and at the same 


tune rub elbows with fellow craftsmen from all ove 


country. The play-time that yields practical 


efits is a good play time 


i YORK, CHICAGO, CLEVELAND AND 
. Philadelphia newspapers are now making use 
of “Domestic Iengineering’s’ Market Reports. Busi 
ness men in other fields, depending upon building 
construction, or affected by the volume of construc 
tion work going on, are interested in reports from 
the various trades. And trust a good newspaper 
man to know what his readers want. You, too, will 
find the Market Reports a valuable aid in the con 
duct of your business. If you follow them regularl 
youll get to recognize the swing of the market—a 


great guide to buying 


Y' 1 PROBABLY WILL REMEMBER THE 
old poem about the man who inquired the way 

to Gorham. One said it was up the hill, and anothet 
that it was down the hill. As a result of this con 
flicting advice, the traveler drew his own conclu 
ons about the folks who advised him, and decided 
to stay where he was for the night. The situation 
vith reference to the Main Trap is somewhat simi 
lar. A lot of cities completely ignore the Main Trap 
their codes. Others are for it, and still others are 
ead against it. In a comprehensive article, “Use 
the Main Trap in the United States and Canada,” 


vill find compiled the requirements of various 


ties, with drawings and comments \t least 3 
understand what other cities think, we can agree 


lisagree 


AG LIN WE’RE UP AGAINST THE, OLD 
4 saving, “It isn’t the heat, it’s the humidity 
ppose you could go to the owner of a factory and 
him that vou could help him extract four times 
much work from his employes, with greater com 


t tor them, Wouldn't he listen Wouldn't he, 


though! The American Society of Heating and 
Ventilating Engineers conducted a number of tests 
proving that under certain conditions of tempera 
ture and humidity more work can be turned out 
and the health of workers protected. “Four Times 


Much Work” contains some good selling ideas 


— APS YOU’VE LIVED-IN BUILDINGS 
where vou hadn't put in the plumbing Just 
about the time vou wanted water tor shaving or 
bathing, someone downstairs or upstairs wanted it 
too. And one of vou didn't get it. The supply line 
couldn't give any more than its capacity, and its 
capacity was too small Phere is an increasing de 
mand for running water and in spectIving pipe sizes 
the master plumber, says A. M. Strauss, in “That 
Water Supply.” should be farsighted and anticipate 
the demands of the tuture by installing pipes of 


sullicient size 


: he CONDUCTOR OF THE ROUND TABLE 
completes his discussion of the differences in 
methods of feuring radiation. In this week’s article 
vou will find three more estimating tables. In the 
next article, the conductor will present what he be 
heves to be a reasonable, uniform method to take a 
lot of the guess-work out of estimating. For some 
weeks he has been working toward this article. 


which will be of the greatest practical value 


ND MILT MARVELS WRITES ABOUT A 
f master who, while he savs he has put no new 
ideas into his business, has certainly shown ability 
in putting into operation the tried and proven ideas 
which the vears have seen suecessful in the mer 
chandising and service fields. Milt savs the only 
miracle demanded of the modern business man is 


Common sense 


- Beseewsntg YTTRACTIONS: INCLUD AN 
A article covering the experience of a firm. of 
heating contractors in the oil burner business. Ne 
theory there Just a plain recital of the facts a 
this firm has found them in five years of highly 
satisfactory experience. They speak the language 


of the trade. You'll tind the article valuable 
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‘*TOLEDO”’ No. 1— 


THE “STANDARD” 
1” to 2” THREADER 


NET PRICE $960 


COMPLETE 


(States West of the Rockies $10.20) 





EDo" 1’ TO 2’ PIPE THREADERS 
er HAVE NO EQUAL 


You will find no more efficient 1 to 2 in. pipe threading 
devices, than these two ‘‘TOLEDO”’ models. For more 
than twenty years they have been recognized by exper- 
ienced operators as the last word in threading tools at any 
price. 


Compare these new low net prices with other 1 to 2 in. 
threaders and you will realize the remarkable value now 
offered in these two tools. 


“The ‘Toledo’ No. 1A is the The same sturdy, dependable, easy operating tools that 
are now fitted with special long taper pins, permitting 
the cutting of over or under-size threads as well as standard 
threads. 


best pipe threader we have 
ever used in our 18 years’ 
experience.”” 


GALLUP BROS., 
Ashtabula, Ohio BUY BY COMPARISON AND YOU’LL BUY A 


“TOLEDO” 
a 


THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 


NEW YORK OFFICE: 50 Church St, 


‘**TOLEDO”’ No. 1A— 


THE MOST EFFICIENT 
1” to 2” RATCHET TOOL 


— aa 


(States West of the Rockies $12.75) 
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Watch susiness conditions point to a satisfac 


7 tory year in plumbing and heating, so 
Yourself far as volume of work is concerned. 
\ctivities will, perhaps, fall below the expectations many 
over-optimists had after the November election, but 
will, from all signs, be in excess of normal. By nor 
mal, in this case, is meant the natural, healthy progress 
that this country’s growth calls for from year to year 
with no back-log carried over to swell the total. There 
has been a back-log for several years. Much of the con 
templated building for 1925 is back-log. But indica 
tions all tend toward the overtaking of this shortage and 
the reaching of normal activities. That means that many 
companies which have been riding the back-log swell 
are going to be forced to find among normal conditions 
enough business to maintain profitable operations. It 
means, therefore, that every job, thrown on the market 
will be gone after strenuously. And, perhaps, there 
won't be enough jobs to go around. Now, let this not be 
considered as a funeral dirge. But let it be considered 
as a warning to build forces strongly, to make hay while 
the sun shines and save enough for the cloudy days. 
This is good advice always, for it calls for sound busi 
ness principles. There are many now who are meeting 
bills for material on one job from the payments they 
receive on the next. Naturally, if there comes the time 
when there is no next, somebody holds the bag. So, let 
every job carry its own load. Let every job return a 
reasonable profit. And, in doing that, build up a repu- 
tation that will bring you your share of business when 
times are only normal. 


So live that when your summons comes 
vou won't have to burn the books. 


Plumbing When master plumbers and heating 
: agg contractors gather together in conven 
Exhibits tions, let not the exhibit of materials 
be for the benefit alone of those who are attending. 
See that the public is invited. The thought is too often 
that only the association members are interested in see 
ing what the manufacturers and jobbers display. But 
issociation members buy goods only to sell them to thi 


public, and they overlook a great opportunity if they do 


not utilize their convention exhibits as a selling help 
Right on the ground, generally, are representatives of 
the concerns who are exhibiting and they can give in 
terested spectators more detailed information about then 
respective products than the master plumber who must 
know something about every product. Get every possible 
advantage out of plumbing and heating exhibits. In 
vite the public. 
The only way to get 

heeled is to keep on your t 


/ 


very building under construction represents 
Signs an opportunity for advertising the concerns 

that are doing the plumbing and heating in it 
Everyone interested in putting up a building is interested 
in every building going up. He looks it over for ideas 
that he may apply to his own project. Ele unconsciously 
remembers the contractors who are doing the work on 
the building he is examining. Be sure he sees a sign 
announcing just who is doing the plumbing and heat 
ing. At this time of the year, building operations are 
approaching their height. From now until next winter 
every plumbing and heating contractor who has new 
work in progress should keep a sign im a conspicuous 
place on each of his jobs, telling the world that he 1s 
the one who was chosen to instal its plumbing and heat 
ing. The thought such a sign conveys, of course, 1s that 


if he can do it for one he can do it for another. It pays 


The man who pushes hard 
enough doesn't need a pull 


Toman Pabices ee io 
Resolutions 


Dallas, voted to send the Dallas newspapers, copies of all 


recent annual convention 1n 


the resolutions they passed. That was a good vot 
It meant that they wanted the public to know that they 
were in session to study the needs of their industry and 
»f the people they serve. It meant that their resolutions 
mirrored decisions that would benefit the plumbing 
buying public. This is the test of a new resolution: 
consider what effect it will have on civilization 


Chicago, Illinois, May 30, 1925 
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One view of the 
Clyde Brand sales- 





room 


Nothing Vew 


—but tried and proven practices 


make for success in this story by 


MILT MARVELS 


T A RECENT convention, one of the speakers ex “BE A MERCHANT” 
your humble servant the \ ODERN business does not demand miracles. A man 
| doesn’t have to throw off startling ideas every time 


pressed what seemed te 


four cardinal principles for creating a successful 


plumbing establishment “Be merchants,’ he said, ‘keep he opens his mouth. The only miracle—if it can be called 
up the standard, render the service, and charge for it.” that-—demanded by the conditions under which we do 
We will take that as our text for the present bit of phil business today, is to adhere to sound practices. Sufficient 
ovophizing, building our purposeful talk around the expe is the glory for him who can do that; there are many 
rience of one Clyde Brand, master plumber and heating who have not grasped the fact that tried methods are the 
contractor of Morgantown, West Virginia only requirements for the proper conduct of busines 
We can claim a perfect fit between the methods of this Because the public is used to those methods and_ will 
master, and the principles above expressed, without re respond to them 
sorting to the second-hand clothes dealer's trick of gath “Be a merchant,” said the speaker Therein lies the 
ering up the coat behind so it will look well in front future of the industry jeing a merchant isn't difficult 
Mr. Brand modestly says that he has adopted no new to define. Look about you. Observe men who are known 
principles in connection with his busine Neither did as retail merchants. There are certain things immediately) 
the speaker we have quoted trumpet forth thoughts whose obvious in connection with them. They all have displa 
originality were in danger of throwing the convention rooms and display windows, and it is the pride of 
into a riot, or taxing too much our understanding He ambitious merchant to have the best displays in his 1 
simply repeated things we have forgotten too frequently ticular line When they are big enough, they hire 
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man. or a group of men, who do nothing but work out 
same public which buys from them, and which 


to look at their displays, buys at some time or other 


from the plumbing and heating contractor It should 
he ambition, then, to present displays that will interest 
th ame buying public He doesn’t need a special man 

huild displays But the moment he decides to be a 
me ant he must do what Mr. Brand does-——maintain a 


room and a window display which will hold its own 
n the retail field. 
sales room of the Brand establishment, two views 


hich are shown, is on the first floor of a five-story 


building which this progressive master has built to house 
} usiness In it, the prospective customer is imme 
diately at home. Here he-—or, more important, she 

finds merchandise attractively arrayed, spotlessly clean, 
n surroundings well lighted, just as he or she will find 


the merchandise in any other retail establishment 


This prospective customer may go from fixture to fix 
ture, look at the price tag, and be advised of the cost 
of the fixture Not only that, every part of the fixture 


is priced so that if a swing faucet shown on one fixture 
is desired on another, by the simple process of adding 
the costs, the customer is in position to see whether or 
not the added feature is worth the additional cost to him 
or her It's a demonstrated fact in the retail field that 
the failure to price merchandise frightens away many a 


buyer who will not ask The general attitude seems to 
be, if it isn’t priced, it must be expensive. The so-called 
exclusive’ shop, getting fancy prices in other lines 
doesn’t price merchandise Hence this impression which 


must be overcome 


SELLING BY DISPLAYING 


Ah. BRAND disposes of a great number of kitchen 
M sinks. This is the largest item in his display. The 
reason for his volume of sales is not difficult to trace. He 
keeps about fifteen different styles on display Thus, 
whenever there is a remodeling job being done in a 
home. there is a sink in that display which will exactly 
meet the requirements of the remodeled kitchen And 
it's there to be seen—-a fact which will aid sales more 
than the descriptions made by the best salesman on earth 
Seeing’s believing. 

There are some other things which go toward making 
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a merchant besides merchandising ability Management 
is an important factor. With only average merchandising 
ability, the plumbing and heating contractor can make 
his business pay him at least a salary It's management 
that will broaden the margin of his return 

Management, mind you, is no more of a miracle than 
merchandising For the most part it consists in taking 
time to think about the best way of doing things We 
get so tangled up in detail work that we never allow 
ourselves time to think about anything but the job that’s 
on hand for the moment Management is simply the 
ibility to control a business, rather than letting it run 
away with you 

Statements go out of the Brand establishment like 
clock-work On the last day of every month for the 
last twenty years Uncle Sam, the great collection agent 
gets a bateh of bills from Mr. Brand to collect And 
on the tenth of the month following, those who have not 
vet responded to the request to sign their names to checks 
for amounts due, are either telephoned, or receive a per 
sonal call from Mr. Brand Prompt collections have 
always meant in this business prompt payment of bills 
You and I could probably take a nice long vacation in 
sunny Florida, or on Mr. Wrigley’s elegant Catalina 
Island on the discounts Mr. Brand has taken in these 
twenty-one years he has been in business That's man- 


agement 


“CHARGE FOR IT” 

EK CAN lump the rest of our text together “Keep 
Ww the standard, render the service and charge for 
it,”’ remarked the speaker It goes without saying that 
quality workmanship and materials come out of a business 
such as Mr. Brand has built With his viewpoint nothing 
else would be possible. When a man guarantees his work 
for a year, with free service during that time, he wants 
to know that the work and materials are of the highest 
quality Otherwise his servicing is going to cost him 
more than he can possibly make on cheap materials and 
get-it-done-quick workmanship 

The building which Mr. Brand put up last year at a 
cost of fifty-five thousand dollars, was planned to enable 
him to manage efficiently the inside end of his business 
He uses three floors of this building A drive leads 


directly to the lower floor, below the street level where 


racks for pipes and fittings may be stocked directly from 


Looking down the length of the salesroom 
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the truck Here also enamelware and range boilers are RESPECT FOR THE PLUMBER 

kept An electric elevator makes it possible to transfer S MR. BRAND says, ‘‘One can have a plumbing busi- 
fixtures or materials from one floor to another easily A ness and be as much respected in the town or city 
quickly in which he lives as any other merchant or professional 
enabled Mr. Brand to erect man.’ And why not? Who serves his community's com- 


and 
Profits from his business 
way, it stands as a monument to fort, convenience and health to any better purpose than 


the new building In a 
the fact that it is absolutely impossible to do business the master plumber? The buying public has given wealth 
without a profit and get anywhere. During the twenty-one to many a merchandiser of luxuries because he was a 
Mr. Brand has applied the merchandiser. It will give respect and a measure of 


for service.” It is a monetary success to the master who stands firmly by a 


years he has been in business, 
speaker's admonition to ‘‘charge 
distinct satisfaction for a man to complete his first twenty policy of quality, not price, who presents his merchandise 
years in busine and to look back along the way and and his service in conformity with the best practices of 
know that he has been a good merchant, and has been the best class of retail shops. 


paid for his service Mr. Brand, as he says, has perhaps not discovered any 


No doubt the “first years are the hardest.’’ But it is new principles. How could he, if “there’s nothing new 


then that the master must establish his reputation He under the sun?’’ There’s nothing new in discounting 
is either taking business without a profit, or he is standing bills. And it’s many a long, long year since merchants 
firmly on the ground of quality and selling his services first displayed their goods to the very best advantage. 
on that basis, for a fair profit At the end of twenty Doing business at a profit is, of course, as old as man 
years-—or any number of years——his decision at that time himself. But you’ll find that it’s the merchandiser who 


is going to place him after a number of years in the’ really gets hold of the value of these tried practices who 
position of a man who has drawn a salary during those makes progress Too few give thought to proper display 
years, or has taken his place as a merchant in his com- and to the problems of management which enable the 
munity, steadily increased his ability to give service, and merchandiser to reduce overhead, increase profits and 


won a competence for himself and his family. speed up service 


An Attractive Window Display 
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ELECTRICAL REPAIRING 
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in the first of seventy permanent window displays which are being installed throughout Los Angeles, 
Calif., by members of the Merchant Plumbers’ Association 
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That 


Water 
Supply 


What two master plumbers think of this article: 
Henry Yobst, master plumber, Fort Wayne, Ind., says 
‘1 am in full accord with Mr. Strauss’ article. Larger 

ervice lines ARE needed. All plumbers will agree to 

that. Recently I have suggested larger services for sez 
eral homes. By doing that I know I am giving the hom 


wner a better plumbing system. While the 5¢-in. service 
is standard in Fort Wayne at this time, I am looking 
forward to the time when the city will revise that stand 
ard so it will be more in accord with modern plumbing 
practice.” 

Harry Hattersley, of A. Hattersley & Sons, plumbers, 
Fort Wayne, Ind., says: 

“Larger water service pipes are not only highly desir- 
ible but are becoming near necessities, in view of general 
levelopments in the plumbing trades. We are trying to 
get away from the old practice of using S%-in. services 
which are standard with the Fort Wayne city water 
department. We hope some day to see the old standard 
yverthrown and the general adoption of pipe 


of such size as will provide the average home ~~ 


with a sufficient supply of water. 

“Mr. Strauss has stated the matter very / 
well. I hope his article will accomplish much 
good,” 2 
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Where is the water? 


























By A. M. STRAUSS 


ODERN architecture and modern features of home 
design and construction have had the effect of 
materially increasing the extent of plumbing sys 

tems in the home. It has not been very many years 
since household plumbing systems were practically lim 
ited to a water line to the kitchen, but today conditions 
are such that all parts of the home must have water 
There are laundry tubs in the basement, sill cocks for 
hose and lawn sprinklers, hot and cold water in the 
kitchen, the shower, tub and lavatory im the bathroom. 
More water is used in the average home today than 
ever before, and application of the most modern prin- 
ciples requires a still greater water supply. 

Sanitation and hygiene have played very important 
parts in this development and in the expansion of the 
home plumbing system, and the same factors are indi 
cating still further demands upon the water supply. 

In spite of this development and expansion, however, 
the means of supply have been rather neglected until, 
in many cases, they are now absolutely incapable of provid 
ing the necessary amount of water We still see supply 
lines from % to % in. in diameter installed to provide 
water for houses which require more water than pipes 
of that size can possibly deliver. 

The master plumber realizes that this condition exists, 
but it is not up to him alone to apply the remedial meas- 
ures. The occupant of a home which takes its water 


supply through a % or %®% in. pipe realizes that some- 
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thing is wrong, but ordinarily he doés not realize just larger lines For instance It takes 45.7 Ib. pressurs 
what is the matter, and if he does, it is too late then to in per sq. in. to get a flow of 10 gal per minute thr h 
stall a larger supply line The process of replacing the in. pipe It takes only 3.65 Ib. per sq. in. to get 
pipe is so expensive that in most cases the home owner ame fiow through a 1-in. pipe, the pipes in each 
prefers to suffer the inconvenience of an inadequate wa heing 100 ft. long, clean, new and straight We ! ht 
ter supply rather than go to the necessary expense of mention, in this connection, that an elbow equals ; it 
installing a larger line 50 ft. of straight pipe 
Suppose, then, that a municipal water plant carri: " 
A MUCH NEEDED REFORM pressure of 20 Ib. instead of 40 Ib. per sq. in 
PIAHE LOGICAL place for the encouragement of thi st of pumping would be about cut in half because 
| much-needed reform im the fic f the archi lift would be cut in halt Larger supply pipes 
tect who designs the house, a well with th plumb ! ing yu ble for the pumping station 
ing contractor He is A pressure of 
alert to find anything ' Ib. per sq. in. i 
in the specification 443-4 to a lift of 46 ft 
which may need re = for the ordin: 
vision. 4 C tT home, granted tl 
We can understand A e443 P4435 the supply pipe 
just how greatly this { i. large enough, t! 
reform is needed if pressure is sufficient 
we visualize what 7 } It is volume of water 
happens in an ordi { + 443-4.443 rather than pressur 
nary home which re r443 + Ff that is desired in the 
ceives its water RB . D t T home If we had a 
supply through a ‘221, 443+ 443-4) pipe with a hole in it 
4-in. pipe, when +t i . i the size of a pipe 
some one in the bath and had 1,000 Ib 
room attempts to Pig. 1.—Comparing the capacities of various sizes of pipe pressure on the pip: 
draw enough wa it would be possible 
ter for a bath, or turns on the shower while some to get a great quantity of water through that hole, but 
one else is drawing water from a faucet downstairs We we would not want such an arrangement in a hom: 


know from experience what happens There will be a 
measly trickle from the upstairs faucet and the disgusted 
bather will blame everyone from his wife to the official 
in charge of the water system 

It is so easy to alleviate this condition that it is really 
surprising that such a state of affairs is permitted to exist 
It is no more trouble to install a 1l-in. supply pipe than 
it is to install a 145-in. pipe. The 1-in. pipe will provide 
about four times as much water as the %-in. line, and 
the difference in the cost is comparatively small The 
difference in results obtained, on the other hand, is so 


great that the extra cost is forgotten in the light of greater 


comfort, convenience and satisfaction 


If the water supply pipe were given more consideration 
in designing a home. there would be a greater degree of 
satisfaction all the way round All that is required is 
a study of the demands that will be made on the water 
supply Common sense will indicate how large the sup 
ply should be 

A COMPARISON OF PIPE CAPACITIES 
PYINHE CHART (Fig. 1) compares four sizes of pipe 
| is to area and volume, and weight By referring to 


the chart we see that a %-in. pipe, AA thickness, weighs 
2 Ib. per lineal foot The 1-in. lead pipe weighs 4% Ib 
While we increase the area and volume fourfold, we 
increase the weight only a little more than twice, so we 
would be getting four times as much water through 
about twice as much pipe 

In considering the installation of the supply pipe from 
the water main to the home, we have the cost divided 
into digging of the trench, the cost of pipe, labor for 
connecting pipe and cost of backfilling. The trench and 
labor to lay a 1-in. line would be no more than for a 
l4-in. line, so the cost of the pipe itself would be the 
only increased item. 

Another phase of the question which should recom 
mend the use of larger supply pipes to municipalities 
or water supply companies providing water for home use, 
is the economy in pumping costs made possible by the 


THE WATER SOFTENER BECOMING POPULAR 
PYANHERE is still another, and a very important factor 
| thet enters into consideration when we think of 
the water supply; that is the water softener. 

The mechanical water softener of the base exchang: 


type is rapidly coming to be considered an integral part 
of the thoroughly modern home. Its popularity is spread 
ing rapidly Home buyers and those people who ar 
building their homes, are demanding the water softene! 
as a guarantee of a satisfactory and sufficient soft water 
supply This means a greater amount of water to be 


carried through the supply pipe, tor the softener utilizes 
the 


elements 


available hard water supply, removing the hardening 
soft Of 
larger pipe is necessary to carry this water. 
We look 
ture the water softener in the place it 
the softener i 
rapidly supplanting the cistern as a source of soft wate! 


from it and producing water. course, 


into the fu 
will o¢ 


should be far-sighted enough to 


and see 


cupy a few years from now. Today 


Visualize the condition in three to five years. 
THE CISTERN BEING ABANDONED 

~*~ VEN now it is not unusual to see whole sections 
kK residential districts laid out, developed and_ buil! 
up without the use of a single cistern This fact give 
us some idea of the increasing demand for the wate! 
softener and the increasing popularity of this modern 
household device which has come to be considered 


necessity in the completely modern home. 


We must take cognizance of this condition. In th 
interests of people who buy the services of mast: 
plumber, the architect, and other building craftsmer 


we must prepare to meet these conditions; we must co! 
rect conditions which now need remedial action and 
must bear in mind, all the time, the increasing demand 
that are being made upon the water supply. If 
make proper allowance for this demand and make pl! 
vision to meet it, we will have contributed much to tl 


satisfaction of the people who buy our services. 
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Here is an article giving the results of tests conducted by tlie 
A. S. H. & VY. E. to demonstrate the capacity of workers und 

varying conditions of temperature and humidity. In a paper 
presented at the 1925 convention of the Society, some of the 
underlying principles governing the relationship between efficiency 
and working conditions were given the world. The article is 
most suggestive of business opportunities for the ventilating 
engineer who can definitely prove to an industrial prospect that 
proper conditions of temperature and humidification will result in 


FOUR TIMES AS MUCH WORK 


VOME time ago, a man who employed a large number In the paper presented at the national convention of 
" of people, discovered that, if he did something to the American Society of Heating and Ventilating Engi 


the air in his factory, his employes could do more neers at Boston, the way these tests were conducted was 
work Then others found that employes could add to explained in detail We are, however, more interested 
the amount of work they did if something was done to in general conclusions, the details being available at 
the lighting Others discovered that the factory could the Laboratory for anyone who wishes to use them. 
produce more if some attention was paid to the health One of the first observations in these tests which 


of the employes were conducted by Dr. W. J. 
These things, of late years, McConnell, surgeon of the U. 


have come to be matters of i | = S. Bureau of Mines, and C 
ilmost common knowledge 200A = P. Yagloglou, engineer of the 
Phere are, however, employ ater peeeeeeeeeen a Laboratory, was that the ac- 
ers who still pay little atten ne WORK DONE iN MOVING ‘AR. tivities preliminary to a test 
tion to heating, ventilation, <a as +4 caused a rise in temperature 
the humidity of the air, and 6 | and pulserate,. This, of course, 
the health of their employes, © } was to be expected, but the 
but in many instances this is , 160 ‘4+ degree of rise as shown in 
because they do not have “ | their chart is significant. 
definite scientific data on 8 |_| 

which to base any proposed 2140) | HOW THE TESTS WERE 

° | MADE 


improvements which they 


might have in mind ra) HE WORK which the 

In fact, there has been + 129 aaa were required 
very little in the way of ‘ |_| to perform was standardized 
fundamental data available t so that the amount of the 
along these lines until the —— | work would be uniform in 
work was taken up by the “ | all cases. A rope was Cast 
Laboratory of the American 4 + over a pulley and a weight 
Society of Heating & Venti $ 60 | attached to one end. The 
lating Engineers, at Pitts J | weights were so adjusted that 
burgh But elaborate ma < a force of 40 lb. was required 
chines were conétructed by ina to overcome the friction of 


| the rope and the weight 
t guides and to raise the weight 
at a uniform rate. The 
weights were raised 5 ft. 


this organization and exhaus 
tive tests were conducted to 
find out some of these things 
which will have a far-reach 
' | each time and at a rate of 
20. — } edt LL ee a ae ; i 
%o 100 Te) 120 130 140 75 times in 5 min. Each 

ORY BULB TEMPERATURE 





ing influence, among indus 
trial workers, and eventually 
upon the rank and file of subject rested 5 min. after 
people as well Fig. 1 pulling the rope 75 times 
The Laboratory has here Tests were made in tem 
tofore studied and reported on physiological effects of peratures of 90 deg. and upwards, See chart, Fig. 1. Thi: 


temperatures and humidities on human beings at rest, in chart brings out some rather startling facts regarding the 


still air, and in moving air What is a far more interest effects of atmospheric conditions upon the amount of work 
ing series of tests to many, however, are those in atmos employes are able to perform. In this chart the averag: 
phere of high temperature and various humidities while number of foot pounds of work performed was plotted 
the subjects were at work. against the dry bulb temperature of the conditions for the 
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1 per cent relative humidity, 60 per cent relative humid- 
ity and 30 per cent relative humidity. 

he solid lines show the amount of work done in 
air while the lines made of dashes show the amount 


of work done in moving air In this way one can see 
at a glance the difference between the effects of. still 
and moving air on the amount of work done, also the 
effects of various-humidities. Thus it will be seen that 
up to certain temperatures, moving air is conducive to 
better work, but there comes a point in the tempera 
ture rise when moving air results in less work being 
done. Also, as might be expected, the higher the tem 
perature the less work is done 

It is interesting to note, by the way, that at 90 deg 
60 per cent relative humidity makes the best showing, 
but it is rapidly superseded by the 30 deg. relative hu 
midity in temperature slightly higher than 90 deg. 


FOUR TIMES AS MUCH WORK 

T WAS stated, however, that the importance of air 
if movement could not be properly studied in this 
chart because the amount of work done was not based 
upon equal physiological reactions We cannot help but 
»bserve, however, that the 
subjects of these experi- 
ments were able to pro- 
duce four times as much 
work in 100 deg. tempera- 
ture with a relative hu- 
midity of 30 per cent as 
in 100 deg. air with 100 
per cent relative humidity. 

In order to show how 
some of this information 
might be applied, suppose 
that in a factory certain 
_workers are compelled to 
work in high tempera 
tures in 60 per cent rela 
tive humidity. The owner 
of the factory would ob- 
serve from this chart that 
if he should be able to de- 
crease the temperature 
from i20 deg. to 100 deg 
at this humidity he would 
get about five times as 
much work done. So one 
can make comparisons of 
various conditions, in 
order to find the condi- 
tions which can be main- 





The watch fob presented to President Homer Addams, at 
the annual convention of the A. 8S. H. V. E. in January. 
rhe smaller illustration shows the reverse side of the pendant 
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I’. C. Houghten, secretary, A. 8. H. & V. E., who was praised 
highly at the 1925 convention for his work in advancing the 
interests of the Society 


tained and which will produce the greatest results This 
chart might be used in many different ways for many 
different purposes. 

Numerous other charts and tables brought out by the 
Laboratory deal in pulse rate, systolic and diastolic pres 
sures which may be described in the language of a man 
who is not an engineer, as simply blood pressure The 
chart also takes into consideration losses in body weight, 
urinalyses, respiration rates, ete., and comparisons are 
made of blood vressure, for instance, in various relative 
humidities of 100 per cent, 60 per cent and 30 per cent 
There are chart showing the increase of rising pulse 
rate according to the amount of work done; charts show 
ing the rise in rectal temperatures ‘according to the 
amount of work done, comparisons of physiological re 
actions with and without air movements, average loss 
in body weight according to the amount of work done 
etc 

This is a wonderful contribution to the ubject of 
heating, humidities, and air movements as they affect 
human beings Instead of guessing, those interested in 
heating and ventilation can now know to a greater de 
gree of accuracy than they have ever been able to know 
before, just what happens to people under various con 
ditions of temperature, air motion and humidity, and to 
translate these into terms of public health and more 
and better work performed and with the same amount 
or less amount of effort 

The work of the A. S. H. V. E. laboratory is regarded 


by those who have followed its achievements and its 


research as among the leading contributions of this cen 


tury toward human progress and human betterment. 
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This is the last of a series of articles in which the differences in 
methods in figuring radiation have been pointed out. Here you 
have three more estimate sheets. In the next article the conductor 
of the Round Table will present what he believes to be a reason- 
able, uniform method which will take a lot of guess work out of 
estimating. Why guess? he asks. Taking the guess work out 
of estimating will place the heating business on a firmer and more 
profitable foundation, a thing desired by every heating contractor. 
As a preparation for the final article read these discussions around 


‘Lhe Round ‘Table 


N the March 14 issue of ‘“‘Domestic Engineering’ we will note that this boiler has less capacity than the « 
} started the Round Table discussion relating to the on the previous estimate sheet In spite of the redu 

heating of the building represented by a drawing sent tion in boiler capacity, the total number of sq. ft. of 
in by A. B. House That was drawing No. 1 In the radiation amounts to 666% sq. ft. as against 420 sq. f 
issue of April 11, we published Figs. 9 to 20 In the in the first estimate sheet The radiator valves on thr 
issue of May 2, we brought out the criticism on the estimate sheet (Fig. 24) cost $26.74, as against $16.29 
above drawings, also an estimate sheet sent in by Mr which is the amount shown on the first estimate sheet 
Biefeld, Watertown, Wis. Today we publish three more Labor cost is the same, but the fitting cost on Fig. 24 
estimate sheets sent in by Mr. Biefeld is $79.00. as against $56.00 on the first estimate sheet 

The first estimate sheet that we printed in the May 2 Overhead and profit, of course, are higher in Fig. 24 
issue of “Domestic Engineering’’ was based on Fig. 8 because this is based on the higher costs of the job. 
which appeared in the March 14 issue on page 30 In Fig. 25 estimate sheet shows a total cost of $545.9' 
this estimate Mr. Biefeld included everything necessary on the job, which is less than any of the previous esti 
for the complete installation of the job The total mate sheets. This estimate is based on the layout shown 
amount of the bid was $627.60 The first estimate sheet in Fig. 7, which appeared in the March 14 issue BR 
in the present issue, Fig. 22, is based on the layout shown looking over this drawing and the estimate sheet, on: 
in Fig. 2, Mareh 14 issue of ‘‘Domestic Engineering.”’ cannot deny that the layout is compact, well planned 
You will note that this estimate runs up to $908.50 and pipe size well proportioned The radiation, how 
based on the same material and labor as the one printed ever, is short and the boiler capacity is figured too low 
in May 2 issue, which amounted to only $637.60 The system is not well balanced It is a good layout 

Comparing these two you will note that the estimate otherwise, and we would suggest that Mr. March go 
sheet shown in Fig. 22 is based on 928 sq. ft. of radia over his layout again, correcting the radiation and boiler 
tion, while the previous estimate sheet showed only 430 capacity, and give us an estimate sheet on this layout 
sq. ft. of radiation This is more than double the amount We believe he will be the lowest bidder, even though he 
The boiler capacity also shows 2,150 sq. ft., while in the has to increase the amount of radiation and the boiler 
first estimate the boiler capacity was given as 1,925 sq capacity What about this, Mr. Mareh? Do you want 
ft These two items, boiler and increased radiation, will the contract? Let us hear from you. Make sure that 
naturally increase the valve sizes, pipe sizes, fittings and vou are right this time. You may figure the B.t.u. method 
so forth, as vou will note by comparing the two estimate or any other method you are familiar with and add the 
sheets The labor is the same in both cases, namely isual percentage for exposure and prevailing winds. When 
£70.00 The profit and overhead i of course, higher ou send your figures please tell us what method of fig 
in Fig. 23 All this goes to show that it is the lavout uring vou used 
that must be watched carefully Mr. John Bookham, West Toronto, Ont., Canada, wishe 


to correct the.eriticism offered by the writer in regard 
WIDE VARIATIONS IN ESTIMATES INEXCUSABLE to the 2, 6 by 6, beams in the basement. He understood 
{ aeons is no reason why the same house should cost hat the joists were laid on 2 beams, and he advise 


in one case $627.60 and in another case $908.50 that it is customary in Canada to use 2 beams He ji 
particularly when labor and radiation, fittings, and all running all branches between the joists Connection 
miscellaneous items are figured on the same bases To \ and B, he explains, should be used as follows A te 
demonstrate the glaring inconsistency that exists in these be used on the risers near the boiler; B to be used o1 
sheets, we present herewith 2 more estimate sheets, one those that are farther away (See Fig. 17, page 
Fig. 24 and the other Fig. 25 tjoth estimates are based April 11 issne, ‘Domestic Engineering.’’) 
on the same material figures, labor figures, ete., as the Why go to all the trouble of making an extra ben: 
two previously mentioned Fig. 24 is the estimate sheet when you will get just as good results by taking thes: 
on Fig. 5 which appeared in the March 14 issue On branches off on a 45-deg., as shown in Fig. 11, page 20 
this layout (No. 5), is shown a 1,452 sq. ft. boiler You April 11 issue? This is a far better method, and the 
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Square Feet Wall Radiation and Hat Square Feet Wall Radiat 1 Ha 
Square Feet Indirect Radiation Square Feet Indirect Radiat 
Radiator Boards Kacdhiator Board 
No 34” Radiator Valves N. P, El N a” Rad r Val Pp: I 
No 1 Radiator Valve N. P. El N 1 Radiator Va N, P. 1 
No 114” Radiator Valves N.P. Ells N 114” Radiator Val 14” N. PL EW 
No 114” Radiator Valves 7-134" N. P. I 471 ti N 1 Radi r Val 6-11 Pod 
No a Radiator Vaives N. P. Ell No 2 Radiator Valve \ } 
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Feet 144” Black W. I. Pips Feet 1 slack W. I. Pip 
Feet 2” Black W. I. Pips eet Black W. 1. Piz 
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Fitting I Ils 45° El I t aelans ave aceile t 1 Flange Us 
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Registers and Stack Boxe I 1 Sta ! ‘ 
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Overhead and Profit 100 00 Overt! 
Potal Amount Bid S908 SO \ | 
Fig. 23 Fig. 24 
ults obtained are equal to those obtained by making to avoid in our correspondence, the mistake 
lificult connection, as shown in said Fig. 17. He also been made by “A. B.” 
izes your chairman for not giving him more infor “Ss. W. H of Matawan, N. J ends Fig. 26 
ition as to ceiling heights, temperature, roof construc criticism and he also encloses this estimate shee 
mn, ete, 
W , , 150 ft. 2 in. black pipe 1590 
We have given you all the information that we have ‘Total 100 ft. 1 in. black pipe 100 ft. 1 , 
eived from “A. B.,” of Minneapolis, and this informa- radiation 60 ft. 1 : lack pij | t. 1 
n did not satisfy us, but it is a good example of what 695 sq. It ft in il pip iD 
, : — 
writer receives continually from the trade when he Boiler 
. capacity 15 bl fitting 1 | ' 
alled upon to solve trouble problems. We are glad, »-,, 1. ft a ee ~ } 
Bookham brings out this point, for it will teach us pl overhead, profit and 
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“Ss. W. H.,” this doe not give our class the 
What we 


required 


information would like to have is the figure 


on the job How much will it cost to install complete? 
Will vou kindly give us this for our next session? The 
drawing is very complete and I trust that our class will 
let us have their criticisms as soon as possible 


4 UNIFORM METHOD OF FIGURING RADIATION 
NEEDED 
A FTER reviewing the different layouts, Fig. 1 to Fig. 20, 
and taking into consideration the different 
sheets on these 


all on the 


estimate 
layout ranging from $545.96 to $908.50, 


building, all 


labor cost, same cost of 


same figures based on the same 


radiation, same cost of pipe and 


fittings, same proportional 


this 


overhead, we must come to 


the conclusion that difference is primarily caused 


by not figuring radiation the same way There are so 
many different ways of figuring radiation and _ boiler 
capacities that naturally each one who sent in a draw- 


different 
sheets presented 


ing, figured radiation and boiler 


Way 


capacities a 
The wide variation on the estimate 
is the result 

We should 
tabulated, 
and 


devise, if possible, a method that can be 


figured for the various outdoor temperatures, 


based on a uniform room temperature of 70 deg 


This is a matter of the greatest importance to heating 


men Let us all and let us dis- 
found Table, 
This is the 


uniform way of 


work towards this end 


cuss this important matter, not only at the 


but in our conventions and other meetings 


only way in which we will get a figuring 


radiation The very fact that we have members sitting 


at our Round Table from all over the United States and 


Canada, and each one shows a different figure on the 


total amount 
of this 


of radiation required, is conclusive evidence 
There difference 


tion is properly figured but these differences are too great. 


may be a slight when radia- 


Therefore, let us resolve to take definite steps to remedy 


this, and the sooner we tackle the job the better it will 
be for all concerned Competitive bids will not show 
the great variation presented here, when radiation is 


figured on a uniform basis A great deal of benefit will 
no doubt be derived from such action All will acknowl 
that this 
now? If all 


accomplish 


edge step must be taken and if so, why not 


will help, there is no doubt that we will 
what we go after We all know that it is a 
step in the right direction and the effort is worth while 
A UNIFORM METHOD OF FIGURING RADIATION 


TO BE PRESENTED 
next session will be devoted entirely to the 


UR . 
criticisms of your chairman on the various layouts 


and, if possible, he will present a method of figuring 


radiation, a simple one that he has used for a number 


of years. It has proved itself to be sufficiently accurate 
used We 
problems presented by 
Round Table 


Your criticisms on the estimate sheets are invited and 


in all cases where it has been will also take 


up the 
members of our 


new various readers and 


please don’t forget to send us problems for discussion 
Round Table We solve them 
You will have the help and support of all the members 
of the Round Table, as well as the help of its chairman. 


If you have friends that 


at the will endeavor to 


have heating problems, suggest 


that they send them in for consideration at our Round 
Table. 
All of our readers are cordially invited to join our 


Round Table. We have plenty of vacant chairs and you 
will find it interesting as well as profitable. Let all join 
who wish to their knowledge of heating. We 


will print initials only, if the member so desires 


increase 
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’ 44” Radiator Valves N. P. Elis \ 
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5 | N 114” Radiator Valves 5-114" N. P. Ells... | 8 
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Feet 114” Ply Air Cell Pipe Covering 
| Feet 14,” Ply Air Cell Pipe Covering 
Feet 2” Vly Air Cell Pipe Covering | 
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ae ae he ae ‘Toss — _— 70.00 
4%" 1 
AS ] 
rr ene | 
| . 1 
| Registers and Stack Boxes A Jooesees 
Gallon Expansion Tank and Trimmings 5 00 
} Pounds Gold or Aluminum Bronze 6 oI 
Gallons Bronzing Liquid | 
Altitude Gauge or Safety Valve ' 
Thermometer ¥5- - 
remperature Regulator : lee 
Draw-off Cock and Water Supply es +. Ut 
Labor Days fitter Days Helper 10.00 
} Freight and Cartage . = j ar +. 00 
Carfares 
Board 
Incidentals and Extras 
Total Cost $405.90 
Overhead and Profit % 140.00 
1} 
Total Amount Bid f $545 
Fig. 25 
Watch for the next session of the Round Table. The 


present article marks the end of one phase of this work 
In succeeding issues new problems will be taken up and 
dominant in the minds of 
heating contractors far and wide. There is plenty fo! 
us to learn, so let us get together for the betterment of 
Many that we could 
learn so much from each other. Send in your problems 


discussed, problems that are 


this noble calling. have marveled 


and let us go on. 


Note: Fig. 26 will be found on page 29. 
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Only the Highest Quality 
Wins Success Like This 


Deliveries already made and production commit- 
ments on orders now in hand assure Honeywell 
the largest year’s business in the 16-year history 
of this company. 


For dependable Automatic Temperature Con- 


trols the trade leans more heavily on Honeywell 
each year. 


This dependence of the leaders of America’s 
heating industry on Honeywell Controls is a 
significant tribute to the quality of the Honey- 
well products. 


It is a fact that carries a pointed suggestion to 
every man who makes, installs or services 
domestic heating plants of whatever type. 


Honeywell Temperature Controls are ideal 
for any kind of heating plant— warm air, 
steam, vapor, hot water— whether the fuel be 
coal, gas or oil. Simple in design, easy to 
install, dependable in action. Only the mini- 
mum of electric current consumed. 





Honeywell Electric Motors and Switch Motors are approved 
and listed as standard by the Underwriters’ Laboratories, Inc. 











The Honeywell Heating Specialties Company 


Wabash, Indiana 


HONEYWELL 


Temperature Regulators 
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= You can rest assured that when = 
you use M-VB Closet Tank 23 











2 . Fittings—the installations you — 
make will not only be depend- 
able and quiet in operation but 
also permanent. 


That’s why so many stand- 
ardize on 


GENUINE 
M-VB FITTINGS 





MORENCY-VAN BUREN MFG. CO. 
DIVISION SCOVILL MFG. CO 


STURGIS - - - - MICHIGAN 
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Study this over in connection with the estimate sent by “S. W. HL.” of Matawan, \. 0. and send in sour eriticism 
MODIFICATION OF CONTRACTS AND EXTENSION OF | directors and officer If the door is once opened so that 
TIME the officers who are in charge of the affairs of corporate 
: CONTRACT containing mutual obligations of the entities can by secret agreements with creditors or with 
parties thereto by mutual consent may be changed others protect their own interests to the detriment of 
or modified in one or more of its details at any time the corporation and the stockholders, then the transaction 
after its execution, and before a breach has occurred, of business by corporations will soon come to an end 


by a new agreement without any new, independent. or 


distinet consideration. 
Where 
tial elements of a 


time and punctuality of performance are essen 


contract, valid, mutual agree 


there 
new 


and by 


ment of the parties, is a specifie extension of time 


for performance, the time becomes of the essence 


of the and has the same effect as though the 


been 


eontract 
had 
Court of 


written as modified Su 
Markel, 201 North 


contract originally 


preme Nebraska, in Moore v 


western Reporter, 147 


RESTRICTION ON CONTRACTS MADE BY DIRECTORS 


[ 


they 


is true that in some circumstances the directors of 


corporation enter into a contract by which 
seek to bind the 
interested, and for that 
hy the corporation, yet the 
elect to affirm the 


who was a party 


may 


corporation and in which they are 


reason the contract may be voided 
corporation may, nevertheless, 
contract and enforce it against the 
to the 


cannot 


party 
wrong 
The courts sanction any act on the part of 
directors of corporations (who in this jurisdiction possess 
and exercise all the 
is not fair, 
And that 
financial 
In the 
onducted 


powers vested in corporations) which 
to all of the stockholders 


where the corporation is in 


just, and equitable 


is especially true 
difficulties 

present age 
and 


most all business enterprises are 


controlled by corporations through their 


For that reason courts have adopted and are. strictly 


and rigidly enforcing a policy which minimizes the temp 


tation of officers of corporation to prefer their) own 


interests rather than those of the corporation and the 
stockholders Such a poliey i just and wholesome and 
should be enforced regardle of the consequence In in 


dividual case Supreme Court of Utah, in Elggren 


Woolley, 228 Pacific Reporter, 906 
NOTICH TO AGEN 


notice to an agent, while actually act 


S A RULE, 
A ting for his 
acter of the trans 
that 
committing an 
knowledge The 


the general rule is that an 


principal, of facts affecting the char 


action Is constructive notice to the 


principal, but rule does not apply when the agent 


is engaged in independent fraudulent act 


and thereby acquires the true reason 


given for this exception to 


independent fraud committed by an agent on his own 


account is beyond the cope of his employment, and 


knowledge of it, as matter of law, cannot be 
Again 


therefore 


imputed to the principal when notice is given 


to an agent while acting in his own personal interest, 
which is hostile to that of his principal, such notice i 
not imputed to the principal; and no reason i een for 
not holding also that the same rule would apply to an 


agent acting fraudulently for the benefit of a third party. 
of Civil 


felcher, 265 Southwestern 


Appeals of Texas, in Texas, Ete., Co. 


Reporter, 1081 


Court 
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Use of the Main Trap in the 
UNITED STATES AND CANADA 
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URING the past few months, considerable atten 
tion has been given to the subject of the main 
trap in the columns of “Domestic Engineering.” 


Several long articles on the subject have appeared, some 


of these being strongly in favor of the main trap, and 
others just as strongly against it. 

In connection with this subject, it occurred to the 
writer some time ago, that it would be of much interest 
to the plumbing trade to see what the general practice 
is in the use of the main trap, regardless of whether 
one favors its use or not. Accordingly, we have made a 


study of something like 125 or more plumbing codes, 
and have tabulated the results of this investigation. 
Other features might have been tabulated, but most of 


this additional information seemed to be of comparatively 
considered. 
The 
contained 
of main traps. 


interest and was therefore not 
70 different 
60 number, 


small 

The tabulation covers 
ing plumbing codes, about 
information or regulations on the subject 
This was surprising, for the subject is fundamental, and 
one would naturally expect a plumbing code to make 
some definite statement concerning practice of so much 


cities. remain 


in no 


importance. 
We do not know what the general practice is in these 
60 cities. It may be that in 
some of them, and perhaps YA 
in most of them, in the ab- , Z 
sence of specific regulations, Grating ZA 
the plumbing inspection de- Y 


partment is following some Fig.c 








is we do not know We have an idea, however, that 
when a city plumbing code does not definitely call for a 
main trap, competition would more than likely result in 
preventing its general use in that city. 

We would have liked very much indeed to be able to 
tabulate the information from many other cities, but the 
results here given are the best we have to offer. Some 
time ago we wrote to every city in the country for their 
local plumbing code, but even so, the list of codes that 
have thus far been received is far from complete, espe- 
cially from middle west and southern cities. 

SEND IN YOUR CODES 
HINKING it would be of interest to show the main 
t pee practice graphically, we have prepared a map 
of the U. S. and Canada, shown in Fig. 1, with the main 
trap practice spotted on the various states and provinces. 

The map is very illuminating on the subject of main 
trap practice, and we only wish that we could have ob- 
tained definite information from every city in the country. 

We hope that the tabulation and map will arouse suffi- 
cient interest to cause our friends to send in this informa- 
concerning missing cities. With this information 
be glad later on to publish a map giving a 

greater amount 


of information 


tion 


we 


would 


Vent 

> Two facts ap 
pear from a 
study of the map 


—that the north- 

















fig 3 





definite course which takes Cronent eastern part of 
the place of any definite and the country is 
legally adopted regulation apparently very) 

favorable to thi 


What this general tendency 
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Some of the Features 
of the 


Tverblot 


WATER HEATER 


1— Heating Surface. 

2— Burner. 

3— Thermostat. 

4— Absence of Condensation. 
5— Freedom from Liming. 
6— Freedom from Trouble. 


5—Freedom from 
Liming 
The solid matter that is ordinarily precipitated in the heat- 
ing element of a water heater consists of lime and magnesia. 
Precipitation begins at about a temperature of 140 degrees. 


At a temperature of 180 degrees practically all of the solid 
matter is precipitated. 





In order to prevent precipitation, the secret is, of course, 
perfect temperature control such as is realized in the EverHot. 
With the ordinary instantaneous heater, side arm storage 
heater or center flue heater with spreader, it is not only 
possible, but it is a common thing for the temperature of the 
water in the heating element to be far above the precipitation 
point while the water around the thermostat is below that 
point. This, of course, is not possible with an EverHot, for 
the reason that it has no restricted water ways. There is never, 
at any time, any water in an EverHot Heater that is more 
than five degrees above the temperature setting of the 
thermostat. 





We have many thousands of EverHot Heaters in operation 
in hard water districts all over the United States. In some 
of these sections, the water is so hard that the ordinary water 
heater will not function for more than a few months without 
cleaning. Notwithstanding this, we have never had an 
Everhot Heater lime up to the point of becoming inoperative 
and some of them have been operating in the most difficult 
of hard water territories for better than four years. 











Subjects 1-2-3-4 were treated in May 2nd, 9th, 16th and 23rd 
issues of Domestic Engineering. Subject No. 6 will be treated 
in the next issue. 


Prices 
Baby Grand $66 — Junior $99 — Senior $160 


TverHlot He ater Company 


5211 WESSON AVENUE DETROIT, MICHIGAN 
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\ ~ =~ Speakman 
\ : => Swing Nozz'e 


Sink Fixture 


Something 
for you 
to mention 


When you buy gas for 
your car the garage 
man doesn’t let you 


forgetoilorsomeacces- 
SOTY. If you buy a shirt Spreiinet stae Oe sopetnte 
Vout h ad be I d as h Cl fixture for rewashering 





Why It’s Better 


mentions collars and ' icotawas 


ties. Purchase paint 
and the salesman 
brings up the subject 
of brushes. Buy \ 
tubes for your radio 
and you are reminded 


Soap dish large size and 
on post; more substan- 
tial than prongs 


4 Soap dish removable for 
draining out water and 
cleaning. 





i] 


Handles on corrugated 
broached spindles, so they 
can be lined up as the 





of batteries. Place § vascnaiaanai 

automobile insurance a gy ps 
and the question of , ~ : spindle has lefthand 
other forms of insurance is brought to yout 7 Accurate machining and 
attention. Even the milkman and ice man as sak oaey goers: 
watch each new arrival in a neighborhood. _-iatacaaieamaiadl 


\ll are interested in making extra sales. 


x 


Cast adjustable threaded 
flanges are furnished. 


Plumbers have excellent opportunities to make these extra * Sanda eeren an. 
sales. One of the best places for doing this is in the Kitchen 10 China handles have ball 
—over the sink mention the new Speakman Swing-Nozzle handie encier to grasp. 
sink Fixture It is being advertised right now through our 11 [t measures up to the 
national advertising to a million women. | mg ge ye 


manship. Graceful in de 
sign, it harmonizes with 


SI AKAN {AN ( OMPANY either small or large sink 


WILMINGTON, DELAWARI 


SPEAKMAN SHOWERS 


and Fixtures 
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main trap whil th far west 
a ° 5 noth far yutl 1 t 
SE OF MAIN GENERA CONNECTION O1 MINATION ; sched 
ITY TRAP REMARKS FRESH AIR INLET KESH Al N I it u 
Ala Prohibited Another f t that it seem 
‘lif rohibited fo us can be lined frot ' 
; Calif Optiona Where] F. A. Inlet shall] 7 a ' tudv of the table is that a 
Z:e ei ‘ 
‘ _ large majority of our largest 
ire sket 
‘ Prohibited cities require the main trap 
ardino, Calif | Prohibited This fact, however, ought 
Calif Prohibited not to be taken conclusive 
7 f Prohibited 
ara, Cali I evidence or indeed = a any 
Calif Prot ted 
Ont.. Car Prot vidence whatever, that the 
Int.. Car R Ma | j ety ‘ practice of the tat ‘ tle 1 
' ng and sew correct. The futur I vel 
mt., Ca Required Main trap located betwe \ . likely | lat j 
t ling and sewer trap and sta pate ; ™ 
er, B. C., Can.| Prohibited liscarding the main trap, but 
r, Ont., Can Required ft fr , ‘ that of course remains to he 
Man., Car Required For size ee table text See text isketct tt eer 
1, Conn Optional 
coc Whee “ee Four of the tat \ \ 
Conn Required chusett New York NeOw 
le, Fla | Prohibited Main trap may be used rd Jersey and Penn vania 
| Por lor , t 
spleseiens jp reaches eom to be almost entirely 
Ga Required on long) Main trap not required on line 
private sewer connecting to modern sew ere for the main trap, while Cali 
| lines fornia, and we believe the 
is, Ind | Optional Not reth Sit. orless than] rest of the Pacifie Coast, are 
| ft. f ; | 
| tic vy entirely ti-mal 
( Kar Require Main trap must beat least 2 f practicall ntirel nti-main 
| from foot of any stack trap \ a matter otf fact 
Kans | Required the main trap is ver ene! 
K | Prohibited Main trap may be used on or ily looked upon by the Pa 
si ecsies adaienih sida ‘ j 
plu & Ins cifie Coast as extremely poor 
A rleans, La Optional . 
eport, La | Prohibited practies 
erland. 2 ag ir er | 
ind, Md Required | Two of the state Ohio 
t, Mass Optional Minimum size of | A. | Not le t ft. fr 0 ft. from a 
€ t ' and Wisconsin, have definite 
; y ul ft.a we 
” Framingham, Mass {equired | tate regulations on the ub 
Il, Mass Lequired See sketcl | ject. Ohio permitting but not 
n New Bedford, Mass Required Minimum size of trap 5 } ott. fror House requiring the use of main 
| j! ing ‘ 
See sketch 
d Worcester, Mass Required Cleanout on house ide of trap,| 1 40 ft. fr | trap and Wisconsin prohib 
on gewer_— side} iting their use except under 
| 
mURE very special condition We 
1 Rapids, Mich Required See sketehe Wi “ vould 1 I n 
re re e would have bee 
1 troit, Mich Required F. A. 1. omitted when there are} ft. f € Op 
| 2or more 4-in, stacks, one of justified in spotting the var 
j | which is not over 5 ft. fror ious cite of these two state 
4 | | trap on the map according to the 
on, Mic | Prohibitec | | ; 
, Mich ubited } tate law on th ubjeet, but 
vuluth, Minn Required Minimum size F. A. 1. is 2 it | 
! Paul, Minn Prohibited | | have not done v 


gas City, Mo 
Joseph, Mo 
Louis, Mo 
tte, Mont 


Required 


Prohibited | | 


Required VAREAVTION IN LOCATION 
Required Minimum size F. A. 1. is 2 in | | Ator ne wekude eee OF FRESH AIR INLET 





ig, — 
| | NE interesting feature 
\tlantic City, N. J Required | Main trap generally located a ee aketel 
1 | | | of the tabulation is the 
| | curb. See text | 
Elizabeth, N. J | Required | 15 ft. from a ' information given in the last 
Irvington, N. J | Required | 10 ft. fr house op eolumn, under “termination 
1 ees | come nell cosene gise an | 
irney, N. J | Required F. A. L. in all cay ame siz us] | ah Heaukontersniol 
| house drain | | 
rth Amboy, N.J.. | Required \ceording to the informa 
field, N. J Required | Main trap used only when| Within 4 ft. of main stack.| tion given, the distance al 
| stack ven an ru , | See sketch | 
pndiregics ongehg ang. | lowed in the various citie 
or opens within 20 ft if ; 
at which the fresh air inlet 
window, et | | 
rdam, N. ¥ Prohibited } may open from door win 
N.Y | Required 12 in. above grade low ete runs from 3 ft. up 
\ Required | ap betweer ‘ to 15 ft.. and also to a point 
ling, or not over 5 ft. ir 
ide wall | above the ridge This is a 
| » York City | Required FTA. 1. one-half size of house | wide variation. As obnoxiou 
drain, 4 in. minimur odors from the drainage sy 
ura Fall y Required Main trap between street and} S ft. fr ll} ‘ 
al ee “ suena on | ; tem are expelled from. thi 
building, or not over 3 ft. ir 
ot , 1 ther emover t 
side wall | | inl the fur r removy i 
ter, N. ¥ Required | Required only in sections S ft. fror } e openings, is from openings into the 
| where storm water enters house, the better, in our ¢ 
Sanitary wer . 
yy ati as | | timation hi wide varia 
a Required | Not more than 2 ft. from trap. | 10 ft. from all house ning 
| | . ’ r bee imnot 
ise, N.Y tequired Main trap at least 15 ft. out-| 15 ft. from all house openings tion in practi is another of 


| side cellar wall, | the arguments that are con 
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A Highly Efficient — Low Priced 
Automatic Storage Gas Water Heater 


CAD 











ei 
That you can supply on ig * 
nearly every job because your Ff ul 
customers can afford to pay ; 2 
for it at 





$50 -S560 
and $75 


Plus Installation Charges 





You can now supply a high 
quality heater which will give 
hot water service in the home 
at lower cost than any auto- 
matic heater on the market — 
we can furnish gas bills to 
prove it. 





It Cuts the Gas Bill 


JOHN Woop Mrkc. Co. 


CONSHOHOCKEN, PA. Los ANGELES, CALIF. 
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= connect into the fresh air 


| 
| 
| USE OF MAIN | GENERAI CONNECTION OF TERMINATION OF inlet 
CITY | TRAP REMARKS | FRESH AIRINLET | FRESH AIR INLET Fig. 6 shows a method 
used in Atlantic City when 
Watertown, N.Y...../ Required | 5 ft. from windows and doors the main stack is located in 
10 ft. from ventilating shaft 
Yonkers, N. Y. Required | Y may be used outside main! F. A. I. always same size as| the center of the house, and 
trap for dripa, et house drains the regular fresh air inlet is 
) State | Permitted | To both sides of main trap.) At roof considered by them to be in 
| See sketch | — 
i sufficient to ventilate the en 
Cleveland, Ohio | Permitted | To both sides of main trap and] At roof and 10 ft. f " ; wan > 
12 in. from trap | house openings. tire system 
umbus, Ohio Permitted To both sides of main trap At roof. Fig. 7 shows the method 
sete rte | 10 ft. from all house openings.  ysed in New Bedford. It ap- 


Reading, Pa Required 


| 
y rk, Pa | Required Automatic device must be ised] 
on F. AI | 
Providence, R. I | Prohibited May be used on order from| 
| 


| plumbing inspector 
Prohibited 
Prohibited 
Prohibited 


El Paso, Texas 
San Antonio, Texas. 
Salt Lake City, Utah 


Use of main trap is subject to} 
penalty 

Prohibited 

Prohibited 


Seattle, Wash 
Wisconsin, State. 


of house openings 
Milwaukee, Wis Prohibited 
or leader ends within 12 ft 
of house openings 


S. Government 











stantly accumulating in favor of a national plumbing code. 
The writer has to admit that the study of the large 
number of plumbing codes has been quite an education 
to him. Before undertaking the study, and without giving 
it special thought, he had been under the impression that 
nearly all cities were following one or the other of the 
orthodox methods shown in Figs. 1 and 2. Not so, how- 
ever, for many of the cities have very different views on 
the subject, and we think it will be of much interest to 
see the numerous different methods that are being used 
in the cities shown in our table The most striking of 
the methods we have run onto are shown in Figs. 4 to 18. 
Without attempting to discuss the merits of the differ- 
ent methods shown in the illustrations, we will simply 
explain their features wherever it seems necessary, and 
by the way, if we get things wrong, or seem to have mis- 
interpreted the ordinances of any of these plumbing codes, 
either in our tabulation or in the illustrations, we are 
willing to be forgiven, and shall be glad to correct such 
errors in some future article, if you will call the matter 
to our attention. 
Fig. 4 shows 
that in De- 
troit, when 
there are two 
or more 4-in. 
stacks, one of 
which con- 
nects into the 
house drain 
not more than 
5 ft. inside the 
house trap, 
the fresh air 
inlet may be 
omitted, the 
nearby stack 
being consid- 
ered as taking 
its place. 











In St. Louis, 
is shown in 
Fig. 5, a rain 
leader may 








Main Trap used when roof pipe} At least 2 ft. from trap seal 
or leader ends within 12 ft 2 in. minimum size. 


Main trap used when roof pipe} At least 2 ft. from trap sea 
2 in, minimum size 


The report of 19/24, issued by the Dept. of Commlerce is unfavorable to the use of 





7. 7 . ¢ t . ai 
Suciks cuskasiin tein aeatl pears to us that the main 


| trap should have two clean 
outs. 

Cleveland, as shown in 
| the method illustrated in 
Fig. 8, calls for a fresh air 
inlet on each side of the 
| main trap. The inside inlet 
| must run to the roof, but 
the outside inlet may either 
- run to that point or open at 
| the grade, provided it opens 


sufficient distance from 


doors, windows, ete. 


main tray at 


A VARIETY OF PRACTICES 

N Toronto and London, Ont., Canada, the main trap, 
I as shown in Fig. 9, is just outside the foundation 
wall, with the inlet taken off inside the wall. 

Fig. 10 shows the Ohio state requirement of two fresh 
air inlets, on either side of the main trap, each passing 
through the roof 

Fig. 11 illustrates an excellent practice followed by a 
number of different cities. The New Orleans requirement, 
Fig. 12, also calls for two fresh air inlets to the roof. 
This practice, as shown in Fig. 13, is also called for in 
Los Angeles, which seems to be about the only Pacific 
Coast city permitting the use of the main trap. In this 
city, however, the outside fresh air inlet must rise above 
the ridge, and is required to follow the roof when possible 

Fig. 17 gives a cellar plan showing a method followed 
in Grand Rapids when it is desired to run the rain leaders 
separate from the sanitary system. 

In Fig. 18 is shown an interesting method used in 
Winnipeg, when there is no, cellar. 

Indianapolis has a requirement different 
cities, as to 


from other 


the distance of 
the fresh air 
inlet connec 
tion from the 
main trap. 
This is shown 
in Fig. 15. 





In Plain 
field, N. J., 
when the roof 
vent cannot be 
runtothe 








ridge, or at 
least 20 ft. 
from any door 
or window, a 
main trap may 
be used within 
4 tt. of the 
stack. This is 
illustrated in 
Fig. 14. 
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The Sloan-Sizer gives you 
the proper size of piping 
for small installations 
Your letterhead addressed 
to the Sloan Valve Co 
Chicago, will bring one to 


you 








HIGHLAND PLAZA APARTMENTS 
BIRMINGHAM, ALA. 


Denham, Van Keuren & Denham Architects 
Pate Co Plumbing Contractors 
N. O. Nelson Mfg. Co Plumbing Fixtures 


NY ONE can readily understand that a 

Flush Valve which can be held open, 
wastes water when it is held open too long and 
leaves the fixture in an unsanitary condition 
when it is not held long enough. 





Royal Flush Valves are the only type of equip- 
ment that can’t be held open. They measure 
the quantity of each flush and then close auto- 
matically regardless of whether the handle is 
held or released. 


Royal Flush Valves 
SLOAN VALVE COMPANY 


CHICAGO 


BRANCH OFFICES 








Albany, N. ¥ Buffalo, N.Y Des Moines, lowa Los Angeles, Ca Nashville, Tenn san Francisco, Ca 
Atlanta, Ga Cincinnati, Ohio Detroit, Mict Memphis, Tenn New Orleans, La Seattle, Wash 
Baltimore, Md Cleveland, Ohio Durham, Conn Miami, Fla, New York City, N.Y St. Louis, Mo. 
Bayonne, N. J Dallas, Texa Indianapolis, Ind Milwaukee, Wis Philadelphia, Pa Tampa, Fla 
Boston, Ma Denver, Co Kansas City, M Minneapolis, Minn Pittsburgh, Pa Washington, D. ¢ 
CANADA 
Wint ‘ Montreal Halifax 














Ment n Domi iC ENGINEERING when writing advertisers 











ba) 


“at 


rs 
es 


~~ CLs 











DOMENT IE 


M 30, 1925 


he method used in Belmont, Mass., shown in Fig. 16, 
is the same as that in Fig. 11, except that the inlet con 
nection cannot be made within 3 ft. of the main trap 

The city of Winnipeg bases the size of the fresh air 
injet on the height of the building and the number of 
fixtures installed This practice is different from any 
other city that we know of, and follows the data given 
in the following table: 

Minimun 


ixht of Building No. of Fixtures n Size of 
Svstem Kresh Air 

® Inlet 

more than 2 stories Not more than 10 fixtures 2 inch 
more than 6 stories Not more than 50 fixtures ; inch 

\ over 6 stories All over 50 fixtures 4 inch 


If you care to comment on any of the various methods 
here illustrated, or shown in the table, we shall be glad 
to have you send your comments in to us, and to use 
them in the discussion of the general subject of main 
traps 

We have in course of preparation the tabulation of sev 
eral other plumbing practices, which we hope to present 
in the near future. 
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fitorial note These comparisons of 
plumbing codes are attracting the attention of wy 
the whole plumbing field. Other articles of a — 

character will be published from ton 4 ee ST 

time, Nothing so enlightening as to the 4 y {} 
ide variation in plumbing methods m dif Y Fl 2) if 4 c oe L fom tad 4 
erent parts of the United States and Canada ll ‘ 3 i} re | ——— 4 
vas ever published before this series started 4 } 2 Fresh Aur 
He have had many calls for tables stmila f r . ai 

the one published in this article which } ae: dk ‘ 

} , ST 
have appeared in’ prevtous articles of tht —_— ee el i i si 
haracter and master plumbers and phonbow ee en ¢ Mf Pr — 4 
vispectors as well as sanitartans im eve) zx Tl 4 
field are mvited to take advantage of thi + t Z 7 ‘ain [1a 

mplation of plumbin ) knowl dge md Munning ‘raps Meco}: Frosh Air - 
{ im suggestions, comments and ertti ae 
syns to the end that this work may be madi 
ty effect e as possible wd that these inconsistencies in plun bing vf nee we fin pra ‘ l re pur 
ractice may be eliminated Ther: nul hy several ways of a] fra i i / { hey tial 
putting in-a plovbing system, all of them equally efficient, but my no 
CW USiness ‘Uentures 
JS 
W. L. Darby and L. E. Liston have engaged in the Thorero & Co., master plumbers of Queens, L. L., N. ¥ 


plumbing and heating business in Cottage Grove, Ore., 
under the name of Darby & Liston. 

B. Nemor, 566 North St. Louis street, Los Angeles, 
Calif., has engaged in business as the Globe Plumbing 
Co. at 21051% Brooklyn avenue. 

William F. Fehn & Son, Ine., College Point, L. L., 
N. Y., were recently incorporated with a capital of $10, 
00 to do a plumbing business. 

J. F. Andress and Thomas Pantoliano have opened a 
shop at 1213 Second North street, Vicksburg, Miss It 
is to be known as Andress & Pantoliano, and will con 
duct a plumbing and steamfitting business. 

Lochen, Inc., has recently been incorporated to do a 
Plumbing and heating business at 2802 North Kedzie 
avenue, Chicago R. C. Page, E. L. Page and Frank J 
Lochen were the incorporators 

The Schaubel Heating & Ventilating Co., Inc., of Bos- 

nm, has been incorporated with capital of $3,000. August 
Schaubel is president and treasurer and Ethel EK. Mac- 


kiernan is clerk. 


were recently incorporated with a capital of $50,000 


C. Read, J. F. Rogers and Thorpe were the incorpo 


rators 

The Bisman Co., Ine., New Haven, Conn., has been 
incorporated to conduct a plumbing business with a capi 
tal stock of $10,006 The incorporators are Louis Res 


nikoff, Bernard Berg and Theresa Sperandeo 

Joseph Stewart, of the Mell Plumbing Co., and Howard 
Hunt. of the Yarbrough Plumbing Co., have joined force 
and organized The Stewart Plumbing Co., with headquar 
ters at 59 South Pryor street, Atlanta, Ga 

The Roth Plumbing & Heating Co. was recently in 
corporated in Newark, N. J., with a capital of $50,000 
to do a plumbing and heating business. The incorpora 
tors were Max Roth, Herman Roth and Nathan Reuben 

Portland Furnace Company, Portland, Ore., is a new 
concern incorporated with a capital of $6,000 to operate 
as a plumbing, hardware and paint establishment W. K 
Royal, Gasco building, head the new company, and 


C. W. Twining and ©. Simonsen are associated with him 











The Questi and Answers Department is open to all reader 
what is more, this department is an open forum, where readers may 
questions ab the things you want to know 
swered 
man who is in need of information. This department is for the craft. 


CONNECTIONS FOR A STEAM TABLE 














Editor, ‘‘Domestic Engineering Will you please give 
me information on the following problem I have to 
heat a steam table with hot water, and have to connect 

—, 
WINGW wn a at 
se y 
/ 
~~ 
aan 
* 
py 
ui H H Hj 
Fig. 1 
two tanks The job is counected now as shown in Fig. 1 
Please give me your advice 

Oregon m. 8..4 

Unless you have very hot water and connect the re- 
turn from the steam table as shown in Fig. 2, in order 
to circulate as fast as possible, vou will not get very 

ot 
‘ t / 
"4 Y * 
> % 
Fig. 2 
good results from this table Connect the cold water 
pipe into the storage tank so as to preserve all the hot 
water possiblé Place a valve on the inlet to the steam 
table, and close it when the table is not in use. Increase 


the pipe sizes as shown, and return from the steam table 
to a Y on the inlet to the range coil 
hot than the connection 


This will give you 


more water shown in Fig. 1 


A VACUUM PUMP JOB THAT DOES NOT WORK RIGHT 


Editor, ‘“‘Domestic Engineering’’:——-I have recently in 
stalled a job which has given me a great deal of trouble, 
and I would like your assistance in the matter The 


6 


and don’t fail to send in your comments and criticisms of questions that have been an- 
| 





38 


And, 
to ask 


Here their questions are answered—their problems solved. 
discuss plumbing and heating subjects. Don't hesitate 


While all questions are answered by men who are expert in their particular lines, your experiences may help a fellow crafts- 


Use it freely. There are many ways to untie knotty problems. 


with the equalizer 3 

When the pump is stopped, 
I start my mains with 8-inch 
until it 


pump discharge, B, is connected 
inches below the water level 
A 


the 


it pounds and shakes at 


pipe and decrease it by inch reaches 2-inch 











Vig. 1 
pipe on both circuits. Each end is connected to a % 
inch thermostatic vacuum trap, but the mains have wa 
ter in them. What causes vacuums in steam lines? 


What causes the pounding at A, and why does the water 
collect the I run this job by gravity? 
I have a 24-inch Notice the way the equalizer 


in mains? Can 


water line 

















is connected in the return header, back of the check 
YOD/} 
Tepe 4 halve 
300 Sgt? berto 
Rad ‘7 tor 
\ Return 
} Lire bo/re 
kLeturn yl 
AEA TIT ES emma | 
Fig. 2 
valves. The equalizer also pounds There is a litt 
over 5,000 sq. ft. of radiation in the building. The rad 
ators are 26 inches high, and some are from 15 to 
ft. long, 225 sq. ft. and over. Please advise me 
Ohio. Z.4 
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‘Standard’ 







Double £ ‘ag Combination 
Sink Konss Lavatory 
Faucets © Tf Scaneiel Fittings 


« 


» 


Standard” | 


It is now generally recognized that fine fixtures must have combination 
fittings furnishing “tempered” water. The “Standard” Fittings shown here 
in addition to “tempered” water have special features which place them 
astep ahead. All have the RE-NUJ feature which assures lasting satisfaction. 


The K905S Sink Faucet has Donora Lavatory Fitting, K710S 
or K711S has China “Lift Off” 
Soap Dish harmonizing with its 
China Handles and Escutcheons. 


hose and spray for removing 
grease from and rinsing dishes; 


for cleaning vegetables, etc. 


‘ 
J 


RE-NU rey ? Donora Lavatory Fitting, K725S or | ; 
mane K917S Built-in Sink Faucet has K726S has third valve making ice water [yo 222 teow! 


Pumas AO et aims meme TY | 


third valve supplying “City” or “Soft” available through regular spout. Par- 
water through swinging spout. ticularly adapted for Hotel installations. 


Insure and strengthen your reputation for progressiveness and depend- 
ability by using “Standard” Brass Goods. Your Jobber can supply you. 


Standard Sanitary ‘Mfg. Co. 
Pittsburgh 
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The Beneke 
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CHINO Seat 
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. 
ma 
a 
a 
a 
lor the all-white bathroom installation, where : 
economy is an important factor, the Beneke : 
2 (CHINO Seat offers real beauty and remarkable : 
durability at very moderate cost : 
“ 
* 


[he sprayed-on white pyralin (celluloid) finish 
is buffed to a high piano glaze and will not chip, 
peel or discolor, making this seat as handsome 
as it is sanitary 


By using the Beneke CHINO Seat and the 
(CHINO ‘Tank in connection with any suitable 
bowl, you are able to furnish your customers 
with a combination of exceptional value at a 


* nn 
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Successors to “ 
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BENEKE & KROPF 
MFG. CO. 


2ist and Rockwell streets 
Chicago, Illinois 
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Leto OO/} 
f 4+€ ‘ /é 
¢ 
from each back to the boiler, con 
necting these return below the 
Fig. 3 water line to the bottom of the 
boiler Provide air vents on each 
Pump troubles are hard to solve except Wy Dry Le at the highest point 
vith a personal inspection of the installa C Z || om 2 Pitching the main back to the 
tion, and then it is frequently a hard boiler as you have done, allows all 
matter to locate the source of trouble : = > > > the water of condensation from 
Often some little detail of installation 4 ” . i P the radiators to come in contact 
ome apparently unimportant connection, Vig. 4 with the steam flowing in the op 
influences the working of the pump or posite direction, thus condensing 
prevents the heating system from operating in the proper it Point Hf is only 30 in. above the water line 


manner 
Correspondent submits several sketches with his com 


munication Fig. 1 shows the larger of these sketches 


which is drawn partly in elevation We have reproduced 
it as submitted. Of the small sketches, Fig. 2 shows con- 
nections to a stack of 300 sq. ft. of vento; Fig. 3, the 
connections to a 225 sq. ft. direct radiator, and Fig. 4, 
correspondent’s method of dripping the end of a steam 
main into a dry return 

On Fig. 1 the discharge line A from the pump should 
be connected into the 4-inch return header and not into 
the equalizing pipe as shown. We do not understand 
the use of a ‘‘vacuum eliminator,” shown at the top of 
the pump discharge line B. There is no vacuum on the 
discharge line from the pump A simple method of 
installation would be to connect the pump discharge into 
a separating tank from which the air is vented to the 
atmesphere and the condensate returned to the boilers 
by gravity; the tank being located at a sufficient height 
to permit of this method being used 

Figs. 2, 3 and 4 are the small sketches submitted 
We cannot advise as to Figs. 2 and 3%, as conditions of 
installation will govern the method to be used We sug 
gest the use of a dirt pocket in the vento return con 
nection, 

The drip connection at end of main (Fig. 4) should 
be changed. <A cooling leg should be used between end 
of main and the thermostatic trap or perferably the 
connection should be made as shown by Fig. 5 As 
previously stated it is a difficult matter to advise with 
Cut a personal inspection of the work. 


A JOB IN WHICH WATER LEAVES THE BOILER 


Editor, ‘‘Domestic Engineering” Fig. 1 shows a steam 
ob which is giving trouble. When we fire the boiler in 
cold weather the water leaves the boiler Is the trouble 
in the main or in the 3-in. bleeder? The main is 2490 
ft. long and it pitches back to the boiler as shown by 


the arrow in Fig. 1. From the northeast corner it 
pitches back to the boiler and connects below the water 
line. Please advise us what should be done to make 


the water stay in the boiler. 
Iowa Mm. é. FF. 


The main should never be run in the manner you indi 
ite on the drawing. The proper way to run it is to 
plit the main in the center and run a separate return 


The trouble is that the last radiators do not receive 
enough steam to supply them and they form a vacuum 
holding the water in the radiator and return It take 
a little static head to bring the water back to the boiler 
and with less pressure on the 3-in. return than you have 
on the supply the water backs up into the return The 
vacuum helps this condition along, and the consequence 
is that no water returns to the boiler. 


Place an air vent at H, and connect a 2-in. equalizing 
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pipe into the main at K from the header A check valve 


at B will prevent the water from leaving the boiler 
This check is to be a 10 or 15 deg. cheek, which will 
open with less pressure 

The fact that the plant is fired only once a week 
makes the condition worse than it would be if the plant 
was fired every das If correspondent proceeds as out 
lined, the plant will work and the water will stay in the 
boiler However, the proper way to connect is outlined 
at the beginning and should be carried out, if at all 


possible 


John Long, Sr., a member of the Master Plumbers’ Asso 
ciation of Philadelphia, and for years connected with § 
Keith Co., of Philadelphia, died at his home in West Phil 
adelphia on Monday, May 18 








42 DOMESTIC ENGINEERING May 30 





Painstaking Effort Is Incorporated 


in Every Product of the 
ROBERTS Line 





ROBERTS Products are also pro- 
gressive. They conform to the 
most up-to-date practice in 
design and workmanship. 





The utmost care is taken in even 
minor constructional details. 


Painstaking effort expended 
through all manufacturing proc- 
esses are reflected in the high 
operating efficiency and satis- 





Roberts Compression Stop 





Je . 
and Waste Valve factory service rendered by the 
Left Hand Right Hand Size ° 
4553 4552 Vy ROBERTS line. 
4555 4554 % 


Standardize on ROBERTS Products. 
They will repay you well. 





~ 






\ 





Roberts Free 
rurning Packing 
Patented Febr. 5, 1924 


THE ROBERTS BRASS MFG. CO. 


Manufacturers of Brass Goods for Steam, Water, 
Gas, Gasoline, Air, Oil and Automotive Use. 


DETROIT - - ~ MICHIGAN 


Oo} =) 9545 


Sold Through Your Jobber 








Mention Domestic EncinEeRING when writing advertisers. 














Advertising Editorial 


A NEW ONE EVERY WEEK— No. 181 





ort and Convenience | 


HtleN the evening meal is over it’s 

a comfort to be able to yet the 

dishes out of the way quickly, 
especially with the longer evenings inviting 
for ride or walk. 

In many other ways, having hot water 
ready at all times adds to comfort and con- 
venience in the home. No lifting, no wait 
ing for a kettle to heat, no delays even such 
as are caused by old-fashioned water heating 
facilities. 


KEEPS you | 


Fil 


Modern water heating equipment places 





hot water at your disposal every moment of 


An hour of the day and night--without waste and for 
pleasant every need. 

reading is : 
afforded by 
“The Story «ot water heaters. 
of the Bath.” 

Ask for a 


Come in and see our splendid display 


opy no (In this space your Name, 
charge It 
sn't adver- 

tising. Address ) 


Telephone, and 











The Wages of Silence 


| N business is non-existence Too many people are competing for 
the buyer's attention for it to be safe any longer not to advertise 
some form There is competition within the trade, and there is 


petition from those in other lines, all striving to secure the atten 
n of the possible purchaser to their product or service. You have 
make a noise in modern business—a dignified noise, of course, but 
ertheless a noise 
Also a timely noise The Advertising Editorials are timely—calling 
ention to current needs in plumbing or heating They are inex 
nsive. 12 illustrations for $4.20. Twenty cents for the bath a day seal 
Get Into your newspapers now and continue at least thiough June 
Bath a Day month, when these advertising editorials will tress 
it movement 
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LETTER 
Week No. 18 





Try the following letter out on a dozen 
or so people who haven't the facilities for 
“hot water tor every need.” You can’t in 
vest twelve two-cent stamps to better pur 
pose You will be shooting at a known 
target—a group of people who need what 


vou are offering 


i OH N 


Plumbing 


BROWN 

Heating 
Two Rivers, N. Y 

May 30th, 1925 
Mrs. Edward Jones, 

Two Rivers, N. Y 

Dear Madam 

Modern water heating equipment places hot 
water at your disposal every moment of the 
day and night without waste and for every 
need 

In the evening, for instance, when supper 
is over, it’s a comfort to be able to get the 
dishes out of the way quickly, especially 
with the longer hours of daylight inviting 
for ride or walk 

In many other ways, having hot water 
ready at all times adds to comfort and con 
venience in the home. No lifting, no waiting 
for a kettle to heat, no delays even such as 
are caused by old-fashioned water heating 
facilities 

Come in and see our splendid display. No 
obligation whatever Visitors are treated 
with every courtesy Just come in for your 
own information, 

Very truly yours, 

JOHN BROWN 


Adlet 


ONE A WEEK No 40 


ryVHE Adlet is designed to “keep the ball roll 
| ink without great expense Short, easy to 
read, timely, it fill in the gap between bigwer 
ads, ot may carry the whole weight of the 
campaign, if used frequently enough An inch 
or so of space in your local paper will cost 
tittle its result will be much greater in pro 
portion io th amount expended Just copy 
sut the following, add your name, address and 
ephone, and hand it to your local paper 





Comfort — Convenience 
Nothing so adds to comfort and con 
venience as hot water ready every | 
minute for every need. You can think 
of a hundred ways hot water quickly | 
available would help you. Come in and 

see our water heating equipment. 
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Possibly that explains why so 
many plumbers install Star 
Naco range boilers. The 
Double-Seal riveted and 
welded construction — the 
heavier copper-bearing steel 
—the proven reliability of Star 
Naco range boilers eliminates 
6 use Fens ® all gamble. When you install 
eae” Stitt ne Star Naco range boiler you 
2 Comrer-rewine set Rowen’ OW you are giving the great- 


last ae 

3 Macaca Matas SE value that money can bu 
selet on it at tine of i stallation. y y- 

4 He: coat of pure pra spelter 
ee lv zing put on by hot dip 

Also Manufacturers of 
He is er = acc - . : 

5 Sal sae Gara eset ton tcc Star-Dee, the Rust Preventor, Detroit Range 
cana of spe elter at time of gal- Boilers, Detroit Expansion Tanks, Closet Tanks, 
she Pee eer ye eee Star-Dee riveted and welded Double-Seal, cop- 

6 acumen - per-bearing steel water heater tanks. 


Detroit Range Boiler and Steel Barrel Company 


DETROIT MICHIGAN 




















NEW YORK TRENTON TOLEDO CHICAGO ___ ST. LOUIS SAN FRANCISCO 
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Work and play in two day meet at West Baden for 


National District Heating Association 


SOR THE sixteenth time in annual convention assem 

4 bled, members of the National District Heating Asso 
ciation reviewed and discussed problems that concern 
district heating, as provided by central heating plants 
and public utilities, from May 19 to 22 inclusive West 
Paden Springs Hotel, West Baden, Ind., offered ideal 
facilities for this largest and best convention in the asso 
Registration records showed an at 


jation’s history. 


endance of 128 


Keen, unflagging interest was shown in all committee 
reports, which were printed in advance so that the vari 
ous chairmen’s readings and explanations could be fol 
lowed closely. Discussion was thrown wide open after 
each report, and it was the statement of D. L. Gaskill 

retary of the association, that never was greater good 


rotten out of a convention 


REPORTS AND ADDRESSES 
FYXNHE. Station Operating Committee’s report) was) pre 
| sented by its chairman, R. G. Felger, Detroit Edi 
son Co., Detroit, Mich The other reports submitted 
were those of the Operating Statistics Committee, J. C 
Butler, Illinois Maintenance (¢ Chicago, Ill., chairman; 
Heat Utilization Committee, J. EK. Seiter, Detroit Edison 
(o., Detroit, Mich., chairman; Heating Research Com 


mittee, Earle Shultz, Illinois Maintenance Co., Chicago 
Ill., chairman; Hot Water Heating Committee, R. C 
Varch, Public Service Co. of Northern Illinois, Chicago, 
Ill., chairman, and the Distribution Committee, O. W 
Kastens, Consumers’ Power (Co., Grand Rapids, Mich 
chairman 

Among several interesting addresses was that of A. C 
Marshall, vice-president and general manager of Detroit 





James A. Donnelly, of Donnelly Systems Co., New York City; 
Harold W. Coombs, sales manager of Bk. B. Badger & Sons Co., 
Boston, and F. R. Heath, of BF. B. Badger & Sons Co., Boston 


Edison Co., in which he pointed out the need for favor 
able relations between the public and public utilities. It 
was a note that is now being sounded by most companies 
ind corporations on whom the public depends for such 
ervice as light, heat, gas and the like. It is a note that 
can well be sounded by all who have dealings with the 
public, for an intelligent understanding by the consumer 

operating and distribution methods is the best kind 


f insurance against complaints. 


At every business session, manufacturer of heating 
equipment were given the opportunit to tell of their 
products Among those present, whose names are famil 
iar to all who are interested in heating, wert American 


District Steam Co., North Tonawanda, N. Y., represented 
by Geo. H. West, secretary Arthur J. Slade, director of 


sales: H. CC. Kimbrough, Chicago district manager, and 








A. J. Slade, director of sales; W. J. Kline, HE. OC. Kimbrough, 
Chienago district mannger; G. He. West, seeretary; all) of 
American District Steam Co., North Tonawanda, N.Y. 

W. J. Kline, sales engineer kK. B. Badger & Sons Co 
Boston Vass represented by Harold W Coomb ale 
manager, and F. R. Heath ale engineer Permutit 
(o., New Rochelle, N. Y., represented by Samuel B. Ap 
pelbaum Donnelly Svstems Co., New York City, repre 
sented by Jame A. Donnell Warren Webster & Co 
Camden, N. J., represented by Charles F. Eveleth, Th 
Rice-Wil Co., Cleveland, Ohio, represented by ¢ Gott 
wald Minneapolis Heat Regulator Co Minneapoli 
Minn., represented by. ¢ D. Lyford Grinnell Co., Ine 

Warren. Ohio, represented by A. W Moulder L, 
Shaw & Co., Cleveland, Ohio, represented by L. S. Shaw 
Klipfel Mfg. Co., Chicago, Il’, represented by J. H. Swan 


J.C, Hornung, Chicago, [Il 


KE. B. Badger & Sons Co. gave out thermometers a ou 
venirs American District Steam Co. had desk memo 
randa and calendar pads for those in attendances Ihe 


Ric-Wil Company distributed 6-inch rulé 


BUSINESS AND PLEASURE 


HILE the busine essions accomplished a grea 
W wea of work, they were just half of the progran 
that kept every minute of the four-day convention full 
Entertainment came in for an equal share of attention 
Golf struck the fancy of most every man, and tourna 
ments were arranged by D. S. Boyden, Boston Edison 
(o., Boston, Mass., and W. J. Kline American District 
Steam Co., North Tonawanda, N. } Drive throug! 
the country, teas and cards were provided for the ladie 
A banquet for all was held on the evening of May 21 
There the results of the golf tournament were an 
nounced EF. B. Orr, Chicago, Ul., won a beautiful silver 
pitcher, presented by E. B. Badger & Sons Co., Boston 
Mass James A. Donnelly, Donnelly Systems Co., New 
York City, captured the association cup that will be 
come the permanent possession of the one who wins it 


(Continued on Page 53) 





Legal Questionnaire 


Can I secure mechanic’slienon anew heating job in an old building? 
Can I secure a mechanic's lien three years after the work was 
done?—These questions are answered in a most careful manner* 


By “The Judge”’ 


Right of Contractor to Mechanic's Lien for Installation given to the owners or some one of them, or for him to 
of New Heating System in an Old Building, an adult member of his family or the family with which 
in Pennsylvania he resides, or to his architect, agent, manager, or execu 


Editor, “Domestic Engineering” I have just finishea ‘'¥® OF principal officer, on or before (the) day the 
installing an entire new heating system in a remodeled claimant completed his work or furnished the last of hi 
building in this city I have a mechanic’s lien on a materials.” 
new job, but the owners of the building refuse to pay You do not state whether you had your contract direct 
the full amount, as they claim that the system is not with the owners of the building If your contract wa 
a new job, but is a repair job, because it was installed direct with the owners of the building and amounted to 


in an old building Please tell me who is right, and 
whether I can collect the full amount I will be much 


more than One Hundred Dollars, it would seem, under 
the above section of your statutes, that you have a right 
to a lien, even though the building is not a new one 


pleased if you can help me 
If you were a sub-contractor on the work, then, of 


Pennsylvania D. F. ; ; ; 
course, in order to have a lien, it would be necessary 


for you to have given written notice of your intention to 


Answer! Your facts are not very full and I must i 
file a lien to the owners on or before the day you finished 


therefore answer your question in a somewhat general 
the job. 


I infer from your question that you must be a sub 
contractor and that you did not give a written notice of 
your intention to file a lien as provided by the statute 
In such a case, under the section just quoted, you have 
no right to a lien But do not forget that you still have 
a right to sue the owner for your bill. 

There is another section of the statute which may be in 


manner. In the first place, I am at a loss to understand 
why the owners refuse to pay the full price simply be- 
cause you did the work in an old building The right 
which you have to payment for your work has nothing 
to do with the question whether you have a mechanic's 
lien or not A mechanic's lieu is simply a security which 
the law gives a contractor for his pay; it has nothing 


to do with the question whether the owner owes you for 
your favor, depending upon facts in the case which you 


have not told me. This section reads in part as follows 

“A substantial addition to a structure or other im 
provement shall be treated as a new erection or con 
struction thereof.... Every adaptation of an old struc- 
ture or other improvement to a new or distinct use, 
which effects a material change in the interior or exterior 
thereof, shall also be deemed an erection or construction 


what you have done 

Although I am not able to state definitely, as you give 
but few facts, I infer from the way your question is 
worded, and the information you seek, that the owners 
refuse to pay you the full price because they think you 
have no chance of securing payment except through the 
lien which your work calls for, and that they are trading 
on what they believe to be your lack of a lien right for 


thereof.... 

It will be seen from the above statute, that even if 
the building is an old structure, as distinguished from a 
new building, it may be’ held, under certain circum 
stances, that you have a lien right as if the building 


the full amount of your contract That has nothing to 
do with the question whether they owe you the full 
price you ask; it does have something to do with the 
question whether you are secure in your rights to full 


payment If the owners are good for your bill, you do 
were a new one. 


“Installing an entire new heating system in a remod 
eled building’’ would seem to bring your case within 
the section of the statute which I have quoted from just 
above. Certainly it would be deemed a substantial im 
provement and, being involved in the remodeling of th+ 
building, would seem to necessitate a material chang: 
in interior or exterior of the building. 

If the facts warrant the above inference, then you 
have a lien under the general section of your statut: 


not care much whether you have a lien right or not, for 
you can sue them for your work, and recover all that 
is due you; remembering, of course, that it will be just 
as well for you to perfect your lien rights, if you have 
any. 

From the few facts which you state, | should imagine 
that your lien rights are covered by that section of your 
statutes which reads as follows 

“Nor shall any claim for alterations and repairs, or 
for fitting up or equipping old structures with machinery, 
gearing, boilers, engines or cars, or other useful appli- which reads as follows: 
ances, be valid, unless it be for a sum exceeding one “Every structure or other improvement and the curti 
hundred (dollars); and, 
unless, also, written notice of an intention to file a claim the payment of all 
due be not paid, shall have been contractor in the erection and construction or removal 
- thereof, in the addition thereto, and in the alteration and 
*Every effort is made to the end that these answers may repair thereof, and in the fitting up or equipment 


be authoritative However, we cannot assume any respon- > . , 
* ‘ ° the same for the purpose for which the improvement 
sibility because of the very nature of the service, which is ‘ dia p 
rendered without a personal interview.—Editor. 


in the case of a sub-contractor, lage appurtenant thereto, shall be subject to a lien for 
debts due to the contractor or sub 


therefor, if the amount 





made, including furnaces, heaters, boilers, engines, et« 
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The public by thousands is 
turning to No.1 Buckwheat 
Coal to save $4 to $7 per 
ton. That is why Heating 
Contractors are installing 
so many thousands of 


Spencer 


steam .vapor or hot water . 


Heaters 


burn No.1 Buckwheat coal 








A size and type for every purpose Sold only through heating contractors 








$$$ 


STANDARD HEATER COMPANY Generat offices: WILLIAMSPORT, PA. 


City Boston Philadelphia Baltimore Buffalo Rochester Lancaster Washington Schenectady Syracuse Harrisburg Scranton 
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\s I have said, my answer must be a general one, but 
inless there are controlling facts which you have not 
to me, I should say that you have a good chance 
to work out a lien right for the full amount of your 
ontract. In any event, your contract must be a sub- 
ial one and worth the cost of the advice of an attor 
ne vith whom you can confer and give all the facts 
in the case Further, it is always possible that your 
lature has passed some very recent statute which 
} not yet come to my attention, and that your rights 
are affected by that statute. 
vs very technical in their nature, and you should 


Mechanic's Lien cases are 


ill means consult your attorney, if you are to work 
your lien rights out in this case. 

assume from the fact that you state that you have 
a lien if the work is construed as a new job, that you 
till have time to perfect your lien. Do not attempt to 
do this yourself, without expert advice of an attorney 
Sometimes the smallest error of judgment will cost the 
loss of all lien rights. 
juires the experience and knowledge of a lawyer in most 


The perfection of a lien right re- 


Right to Mechanics’ Lien Three Years After Work Was 
Done Where Owner Was To Test Work and Not to 
Pay Until Satisfactory 
Editor “‘Domestic Engineering’: I did a job of work 
for a bank which later went into the hands of a receiver. 
The work was done about three years before the receiver- 
ship, under an agreement for a specific sum, the bank to 
have the right to use the heating plant to test it and not 
The bank had not ac- 
cepted the job at the time it went into the hands of a 


to settle until it was satisfactory. 


receiver, although the work was entirely satisfactory. 

I filed a claim in the receivership, asking for a me- 
chanics’ lien, which the receiver resisted on the ground 
that the claim was outlawed. Our statute provides as to 
mechanies’ liens that they must’ be filed within 90 days, 
and that any action based thereon must be brought within 
two vears. My attorneys have been unable to find any 
case where the time has been extended beyond. the 
statutory period and I wondered if you had any authorities 
on this subject because if I am unable to obtain the lien 
I will be an ordinary creditor, the depositors being prefer- 
red, and this will place my claim in the class where little 
or nothing will be paid on it. 
any advice you might give me on the subject. 

lowa. Fe 


I would greatly appreciate 


Answer: I assume that your attorney argued that 
your contract had not been completed until the work had 
been accepted by the owner under your agreement, as 
stated in your question, and the court decided under all 
the facets which you produced, that you were not entitled 
to the lien 

I have been unable to find any case in your state in 
whieh it has been decided that the time for filing lien 
notice has been extended or the time within which 
uit must be brought, where interests other than the 
wner’s have intervened. I have found a case, however, 
in which it has been held that the time limit for filing 
notice of lien does not apply where the lien is claimed by 
the contractor against the owner with whom he con- 

acted. That is the case of Hovelson Lumber Company 

De Fries-—190 N. W. 140, decided in 1922. In that 

‘the Court said: “Some question is raised . . . as 
) the date of filing the mechanics’ lien, or whether any 
was ever filed, but in view of the fact that it is conceded 

at full payment of the contract price had not been made 

the owner to the contractor, and in view of the further 


NGINEE RING 10 


AS: DEDEN DABLE :AS: 


























The Simplex Flush Valve is constructed like an 
injector, its outlet being tapered, and this causes 
the water to be delivered to the bowl with greater 
flushing power. 


This feature is important in low water pressure 
districts. There is never any water hammer to 
the Simplex, either in opening or closing. The 
water pressure itself closes the valve after each 
operation, and meters the length of each flush. 


The Simplex will operate on any pressure from five 
to one hundred pounds, where there is a sufficient 
volume of water. 


A recent improvement provides for adjustment of 
length of flush from the exterior and the cleaning 
of by-pass without taking valve apart. 


earn mn sca =| 


THE BEATON & CADWELL MFG. CO. 
New Britain, Conn. 

Please send at once Catalogue and other 

information on the Simplex Flush Valve, to- 

gether with price list. 
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Heating Efficiency 
Insurance 


Opera stars are supposed to hold the world’s record 
for being temperamental but they have nothing 
on even the best of heating systems at times as any 
heating man can testify. Right here is where the 
Lytton Thermo Syphon Trap gets in its good work 
by turning that temperament into real heating 
efficiency. 


This clever device collects all condensation as fast 
as it forms and shoots it right back to the boiler 
where it belongs, regardless of pressure-or vacuum 

prevents air-bound and water-logged radiators 
and cuts fuel consumption to the minimum. Even 
old and faulty heating systems show new life when 
a Lytton Thermo Syphon Trap is installed. 





But this is only one chapter of a 

mighty interesting story. Bulletin 

No. 16 will bring you the rest. Write 
for a copy-—now. 
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For all types of pressure 
Vapor or vacuum in- 
stallations. 





MANUFACTURING CORPORATION 


TRAP SPECIALISTS 
FRANKLIN VIRGINIA 
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cession that the contractor's right to the lien is limited 
to such remainder of the contract price as remains due 
and unpaid ... the matter of the date of filing becomes 
immaterial.’”’ A lien was issued in that case. 

In another case, decided in 1923, that of Hunt Hard- 
ware Company vs. Herzoff—-195 N. W. 264 the court held 
that a mechanic’s lien continues after the time fixed by the 
Code for the filing of a statement in the office of the 
clerk of the district court, except as against a purchaser 
or encumbrancer in good faith without notice and that 
the filing of a verified statement of claim a pre- 
requisite to the foreclosure of a mechanics’ lien as be- 
tween contractor, or material men, and the owner for 
whom the work has been performed. 

Your Compiled Code of 1919 provides 

shall file a verified statement or account of the 
demand due him, when such ma- 
terial was furnished or labor performed and when com- 
pleted . which statement or account must be filed by 
a principal contractor within ninety days, and by a sub- 
contractor within 60 from the date on which the 
last of the material shall have been furnished, or the last 
of the labor was performed; but a failure to file same 
within said periods shall not defeat the lien, except as 
against purchasers or encumbrances in good faith, with- 
out notice, whose rights accrued after the 60 or 90 days, 


is not 


setting forth the time 


days, 


” 


and before any claim for a lien was filed . 

As the Statute just quoted was in force at the time 
the two cases which I have quoted from were decided, it 
would seem that if the property has not changed hands, 
and is still owned by the owner for whom the work was 
performed, your right to a lien has not been lost unless 
you are prevented from having your lien by the follow- 
ing statute, Section 6522: ‘‘Actions to enforce a mechanics’ 
lien may be brought within two years from the expira- 
tion of the 60 or 90 days, as the case may be, for filing 
the claim as provided in the law relative to mechanics’ 
liens and not afterwards.” 

I have been unable to find any case decided under this 
last statute which is anywhere near the facts involved in 
your case, but it might be argued that this last quoted 
statute applies to cases in which the lien claim must 
be made within the 60 or 96 days and not to cases in 
which the contractor has a lien even though he has not 
filed his claim within the 60 or 90 days, as in the two 
cases which I have cited above. I do not put this argu- 
ment forward as one upon which to place much depend- 
ence, but simply with the hope that your attorney, who 
has all the facts before him, may, through his greater 
knowledge of the facts, see some peg upon which to hang 
such an argument. 

It has occurred to that perhaps, since you 
are endeavoring to enforce your lien against the original 
you might be able to make headway under the 
rule which I have cited above. In other words, except for 
would have your 
right original owner. 

I cannot very the effect of the 
receivership on your lien rights, for the reason that you 
not stated whether the bank is a state or national 
bank, and I cannot therefore know whether your rights 
are governed by a Federal Statute or a state statute. 
Some states hold that the filing of a bankruptcy petition 
prevents the filing of a mechanic's lien notice and others 
do not. As a general proposition the filing of a bankruptcy 
petition does not destroy a lien which has already been 
filed and the Trustee in bankruptcy takes the bankrupt’s 
property subject to the contractor’s lien rights. But as I 
do not know the facts regarding the receivership of the 
bank, in your case, I cannot speak more definitely. 


me, also, 


owner, 


the receivership, you not seem to lost 
lien the 


well advise 


to claim against bank, as 


you as to 


have 


“Every person | 
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Plate No. 18!— Wash Down Bowl. A genuine two 
fire Vitreous China Wash Down Bowl, to rough-in 
at 14 inches. Standard as to dimensions and size, 
the special feature of which is the shape inside, which 
gives an exceptionally large water po pe absolutely 
prevents soiling 


HE exceptionally large water seal in 

Zwermann Water Closet Bowls is just 

one of the many details that were care- 
fully worked out on a practical basis before 
we adopted this model as the best and most 
satisfactory bowl for the great majority of 
toilet installations. 


You can get it in two sizes, to rough-in at 
12 inches or 14 inches, but the quality and 
design are identical. 


Both are products of our two fire process 
which insures the permanence of their glaze 
and color. 


Sold only thru the jobber 


ZWERMANN CO. 


Producers of genuine two fire vitreous 
china closet tanks and closet bowls 


ROBINSON ILLINOIS 





Looking down on a Zwermann Closet Bowl reveals 
the extraordinarily large water seal, insuring a sani 
tary condition.} 
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Built-in Tubs 


Overrim Tub Filler No. 1999 








4, 


QUALITY. 
Concealed Bath 





Concealed Bi-transit Bath Waste and Supply for 


No. 3000 — 4” I. P. Female Thread. No. 3001 — 3”1. P. Male Thread 









Fixtures 


In Universal Use 


I & M Concealed Bath Fixtures are univer- 
sally used by master plumbers because I & M 
Products have given complete satisfaction for 
over 35 years. On your next job, specify 
I & M Products and you will agree that they 
merit your confidence. 


Concealed Bi-Transit Bath Waste 
and Supply for Built-In Tubs 


Made in two styles, with male or female 1!»- 
inch I. P. Thread. Without shower attach- 
ment. Provided with 2-inch standpire with 
1!.-inch outlet and heavy bottom strainer, 
polished and nickeled. Fitted with !»-inch 
valves. Center to center of valves, 11 inches. 
Top nozzle supply polished and_ nickeled, 
which is part of the equipment—tapred for 
hose nozzle. Equipped with four arm china 
indexed handles and china escutchecns. 


Overrim Tub Filler 


Fitted with !)-inch valves. C. to C. of valves 
8 inches. Provided with 4-inch cast flanged 
spout, threaded for hose nozzle, polished and 
nickeled. Equipped with four arm indexed 
handles and china escutcheons. Made for 
use in combination with our Nos. 113, 115, 
122 or 124 C. W. & O. 


Specify This Brand and Get the Best 


The Ireland & Matthews Mfg. Co. 
1504 BEARD AVENUE - - DETROIT, MICH. 


Representatives: 
R. C. Wilson--5 East 42nd St., New York, N. Y 
W. D. Armstrong—Hotel Morrison, Chicago, III. 
R. Collings—305 Prospect Fourth Bldg., Cleveland, Ohio 
Wm. P. Horn Co.-—Rialto Bldg., San Francisco, Cal 
G. Fred Kleder, 115 E. Michigan St., Indianapolis, Ind 
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The National District Heating 
Association’s Annual Meeting 


(Continued from Page 45) ever be Ore 
twice. A. S. Armagnac took a particularly choice steel- 


shafted brassie, put up as a prize by American District 


Steam Co. An unexpected treat at the banquet was a 
talk by Senator Watson of Indiana, who happened to 


be a guest at the hotel and accepted the invitation to 


say a few words. Especial credit was given by the asso- ’ 
ciation to H. CC. Kimbrough, American District Steam e 
Co., who, as chairman of the Entertainment Committee, 


made the convention a real vacation. 


a 
THE NEW OFFICERS S$ IS 
jie LAST order of business was the election of a 


officers for the coming year The following were 





placed in office by acclamation President, Earle Shultz, 

inois Maintenance Co., Chicago; ir vice-president, 
Illinoi Maint nan ' hicago first ae presiden Most of the unsatisfactory service of Shower Mixers 1 
J. KE. Seiter, Detroit Edison Co., Detroit, Mich.; second caused by variations of pressure in the supply lines. 


vice-president, Chas. A. Gillham, New York Steam Corp., : 
That’s where the POWERS Mixer gets in its fine work 


New York City: third vice-president, Chas. H. Day, Cleve When pressure changes occur, its EQUALIZING VALVI 
land Electric Co., Cleveland, Ohio; secretary-treasurer, prevents changes of temperature of the water by balancing 
ID). lL. Gaskill, Greenville, Ohio. The executive committee the variations in pressure. When pressure on cold water ling 
will be composed of W. W. Stevenson, Allegheny County | falls, pressure on hot water line 1s instantly cut down to cor- 


‘ ‘ ‘ : : ’ > respond 
Steam Heating Co., Pittsburgh, Pa.; David Caleb, Kan- 
; r j » Pi “R OV } r } 

sas City Power and Light Co., Kansas City, Mo., and That’s why the POWERS Shower Mixer is the mixer that 


. . , . ‘ ; the public has long been asking the plumber to supply. You 
O. W. Kastens, Consumers’ Power Co., Grand Rapids, can safely put itin on trial. [fit doesn’t suit, we will take 
Mich it back 
’ . sos on ee 
Safety Screw Equalizing Valve 
ryy 
7 h é Me A al Ma rk é t Limits delivery tempera a, Mogi pres- 
| ture of water, thus protect- sures caused by opening of 
Mi ‘ ing bather from scalding near-by outlets; thus pre- 
ae wwe shite case ese saith caused by a “dead end” in — vents any change in propor- 
bs Apt... £966. Fet., E056 sical the HOT waterline. Prevents — tions of hot and cold water in 
1 IRON € 
Fae Eon “steamed up” bathrooms mixing chamber 
No. 2 Foundry, Chicago, 
furnace $21.00 $22.60 $24.00 $22.15 Send for Booklet 


PLATES AND SHEETS 
Steel boiler plates, Pitts- 
burgh, per Ib. 2.004 > ine > 1% > 14 
blue annealed sheets, 


We have a booklet of practical value to every plumber. 
It tells more than we can tell here about this really new type 
of shower controller. Send for a copy and read it—for the 
Pittsburgh, per Ib » Te yan ~ = profit-making ideas it will give you 
Black sheets, Pittsburgh, 

per Ib Oe ey rie » HOE Tl 1? ~ ~ 7 TINT) T C 
Pit ly HE POWERS REGULATOR CO. 
34 years of specialization in temperature control 


burgh, per Ib eT be 1 Nth 1.75¢c 
COPPER— 2716 Greenview Ave., Chicago 
Prime Lake. f. 0. b. re NEW YORK - BOSTON - TORONTO - and 30 Other Offices 
liner 13.650¢ 
LE a ry See Your Telephone Directory 
Chicago 7.4 


The Old Metal Market 
Dealers’ Buying Prices 


Per lb. Per lb. 

luminum clippings 16 ¢ Copper, light 8loc 
Block tin : 55'we Copper, uncrucibled 

Brass, light ..- 6%c wire eer . 9%e 

Brass, heavy mixed.. 7 cc Faucets and valves 7 ¢ 

trass, red ‘6 ; 8 Lead, heavy . : 5 c 

Copper, crucible 10 ¢ Solder joints 64e 








NOTE Prices are those quoted on Tuesday of this week . 2 


PENNSYLVANIA CONVENTION ENDORSES GEORGE 
F. UBER FOR NATIONAL VICE-PRESIDENT 

At the recent annual Pennsylvania state convention, 

unanimous approval was given a resolution that the con 

vention endorse George F. Uber, Philadelphia, a director 

of the National Association of Master Plumbers, for the The Powers 

vice-presidency of the national organization Delegates Shower Mixer 





It is Not 
Thermostatic 
from Pennsylvania will go to the national convention in 
June instructed to support Mr. Uber’s candidacy. 














SEE OUR EXHIBIT AT N. A. M. P. CONVENTION 
PORTLAND, OREGON 





NIEDECKEN 
SHOWER 


PATENTED 

















THE OLD WAY THE UNO WAY 


Mr. Plumber! 


There are thousands of homes in which you 
could install the UNO Neidecken Shower 
over the roll rim tub already in place; it will 
modernize the bath in the Old Home and 
gives all the advantages of a shower stall. 


permanent fixture operated by the 
Niedecken Mixer and is easily installed by 
branching into the bath tub supplies and 
is adaptable for end or side installation. 


THE UNO NIEDECKEN SHOWER is a | 


Write for Bulletin D. 10X 
HOFFMANN | & BILLINGS MFG.Co. 


mM iI “U- « e. uU. Ss. A. 
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This &° That, Here E&? There 


F. J. Spriggs, master plumber of St. Paul, Minn., 
just completed an enormous plumbing contract in 
new Ford plant in that city. Included in the work » 
the construction of a huge tunnel for sewerage conne 
ing with the Mississippi river 70 ft. below the surface 
the ground at the plant. Two hundred and fifty drat: 
water pipes are able to take care of 500,000 gallons of 
water per hour Nineteen elevated washrooms were in- 
stalled, the hot water for these being supplied by individ 
ual automatic water heaters in each room The con 
tract was started May 15, 1924, and has just been com 
pleted. 

The Korioth Plumbing Co., of Sherman, Texas, was 
recently awarded the contract for the plumbing work for 
buildings which are part of the Texas Technological In 
stitute, at Lubbock, Texas. The bid amounted to $62 
000. 

The Brownsville Plumbing Co., 208 Second street 
Brownsville, Pa., has been awarded the plumbing and 
heating contracts for the new St. Peter's rectory, and 
the residence of Wm. Burkell in that city. 





State President Richard Turner, of Wilkes-Barre, Pa.; John 
J. Vogelpohl, Cincinnati, president of the National Associa- 
tion; Geo. F. Uber, Philadelphia, member of board of direc- 
tors of the National Association, and John H. Keane, execu- 
tive secretary of the Pittsburgh Association, at the recent 


annual convention of the Pennsylvania State Association of 


Master Plumbers, at Wilkes-Barre 


Otto Epstein, of Otto Epstein, Inc., 38-42 Elm street, 
Hartford, Conn., was recently tendered a dinner in com 
memoration of his quarter of a century of service in 
the plumbing business. A unique menu was served to 
sixty guests at the Hotel Bond, Hartford, where Mr 
Epstein was presented with an appropriately inscribed 
silver loving cup by his employes. A solid mahogany 
desk was also presented by friends. 

Haller & Zehnder, of Louisville, Ky., have recently) 
taken out permits for the plumbing in the new home 


| of the Louisville Herald and Post on Fifth street. 





J. A. Reddington; secretary of the Pennsylvania Association, 
W. W. Lewis; F. Sobeck and Morgan Evans, al). of Pittston, 
annual convention of the Pennsylvanis 


Pn., nt the recent 
Wilkes-Barré 


State Axssocintion of Master Plumbers, held in 
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ANOTHER W-W PRODUCT THAT EQUALS THE QUALITY OF THE MUSHROOM PARABAL 





¢ 


—and here’s 
the apparatus 
on which the 
test was made! 


On this apparatus are 
six bibbs (see No. 1 

and thru them runs hot 
water averaging 200 
degrees (see No. 2.) 
These faucets are all geared to an electric- 
ally driven shaft. Switch on the power and 
here is what happens; the shaft (attached to an 
automaticnumbering device), (See No.3) moves 
backward and forward—opening and shutting 
each faucet twenty-five thousand times a day. 





a bibb washer that out-lives 
Two Million Faucet Turns 


a | 


Multiply this until each faucet has been turned 
on and off two million times. Imagine a bibb 
washer made to wear that long -without the 
slightest sign of adrip. Now you know the 
life of this new Woodward-Wanger Washer. 
Now you know why we named it ‘‘Never-drip’: 





NEVER~DRIP 





The one and only Faucet 


THE WASHER TESTED TOA MILLION FAUCET TURNS “°"%),(2eutifed >» 




















Time and again this test has been made —always 
with the same result. Two million faucet turns 
without the slightest ‘‘drip’’. Few faucets them- 
selves would ever last so long. That’s why we say 
“Every faucet needs a Never-Drip-—just once!” 
Here’s a washer you can put on a‘job~— and never 
have a complaint. Here’s a washer you can recom- 
mend to a prospect and make a customer of him. 
It is the first washer made to last indefinitely 
the only one nationally advertised. Take advan 
tage of both these facts. Get your supply of 
Never-Drip Bibb Washers NOW! 


Woodward Wanger Co. 


Philadelphia 


Quality Plumbing Specialties Since 1906 

Western Branch 
922 Franklin Street 
OAKLAND, CAL. 





Canadian Distributor 
S. T. HADLEY, 111 Anderson Street 
MONTREAL, P. Q. 

















ou wouldnt screen furniture-—~ 


‘Why Screen fleros ° 


| hen ise of metal screens around radiators 1 
metimes demanded by the custome t 


And it does*not 


the dirt 


ers a radiator etfectivene 
ismany think 


trary. it forms more pocket for the dust 


decrease On the con 


carried 


currents of a to collect 


[here is, at) time some justiheation for the 


creening, ordinary radiators, blocky, unattract- 


ve things at hye st, spoil the 


well 


radiator ire installed, 


appearance ot a 
\c ro 


needle Ss, fo 


dainty, furnished room But when 


CTCCHS a4re 


US¢ them would iY i ab urd as screcning the 


Casy\ chan Ol the table 


Kor \ ro radiator are 2raAct ful and sk ndet and 


attractive Lh Vy are artistic ally designed, with 


correct Janne . and propel proportions Bec aAUSE 


of this, they will harmonize with the furnishings 


of any room in the house; and instead of appeat 


Ing like mechanical devices, seem to be well 


chose Nn pieces oft turniture 











The installa / 
ren ; ”) 1 
y ry /; 
d ; i) 
i Wla ») ”) 
7 d mer 
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4 f roma 
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i Beauty and Warmth 


ee ee 


Nationa Raoiaror Company 
JOHNSTOWN, PA. 


PLANTS: Johnstown, Pa., New Castle, Pa., Trenton, N. J 
BRANCH OFFICES: New York, Philadelphia, Baltimore, 
Washington, Richmond, Pittsburgh 
Cincinnati, Chicago and Cleveland 


Ma Vy of 


An eight-story apartment building costing appr 
mately $1,000,000, will be built at Lexington and © 
land streets in San Antonio, Texas It will be of { 
proof construction and will embody the latest impr 


features in apartment construction The Kelwood (¢ 
pany of San Antonio are drawing the plans 

In recognition of a number of years of very act 
work in the interest of the Master Plumbers’ Associat 


Calif., the last two of which 


ha heen president of the 


of San Francisco, years 


organization, the 


associat 


has presented William P. Goss with a beautiful che 
ilver 

T. M. Gerow,. Eugene, Ore will receive bids unt 
o'clock, June 2, for heating and plumbing on the $1¢+ 


O00 ] built in Roseburg. 


Lord 
sprinkling 


high school to be 


Rushlight, Hastorf & Portland, Ore., were 
contract for the Ores 
The appr 


sprinklers 


cessful bidders on a 


American Lumber Co., at Vernonia, Cre 


mate cost is $56,000 and thousand 
be installed 
V. Be 


land, Ore., is the 


seven 


John nnes, Chamber of Commerce building, Por 


architect chosen to prepare plans for 


the propostd S175.000 state 


tablished at 


school plant for a 
Ashland, Ore 


norn 


to be ¢ 


Rautman Plumbing and Heating Seatt 


Wash., has 


tract 


Company, 
been awarded the plumbing and heating cor 
building to be started at Dv 


on a grade school 


Voines, Wash 

A ten-story office building to cost at least $900,000 is ti 
I Portland, Ore It is to be 
1926 A. E. Doyle, 
plans for the 
Pacific 


started within. sixty days in 


completed by May 1, architect, 


already starting new structure which will 


be known as the building 


W. C. Sumpter, Bowling Green, Ky., plumber was r¢ 
elected a director of the Kentucky division of the Tray 
eler Protective Association, at the annual conventior 


held at Bowling Green, Ky., on May 16. 





Charles 


Whitehead, 
Covington, and T. J. Lavanier, Covington, at Kentucky 


Balme, 
Master 


Frankfort; Mrs. and Mr. George 


Plumbers’ recent convention 
The Little Rock., Ark., ha 


been awarded the plumbing contract for the new additior 
to the Woodruff school in that city. 


Pettit-Galloway Co., of 


Ground will soon be broken for the new George Mor! 
Philips Memorial at West Chester, Pa., to cost in tl 
neighborhood of $320,000. John Borden & Bro., 


Philadelphia, 
bid of The plumbing contract 
S. Faith & Co., of Philadelphia. 


to $5,909 


were awarded the heating contract on 


$28,060 was awarded 


This contract amount: 
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The First Successful Humidity Drier 
Used in Making Sanitary Pottery 


The year 1922 marked the third definite stage of 
progress in the making of sanitary pottery. 


With the announcement that the Universal Sanitary 
Manufacturing Co. had in successful operation the 
humidity drier shown above, reducing drying time 
from eight days to one day, and obtaining better and 
more uniform results, the attention of the entire indus- 
trv was attracted 


This company is justly proud of having initiated all 
four important stages of progress in the making of 
sanitary pottery in the United States, namely, casting 
the tunnel kiln, the humidity drier, and the idea of 
matched designs in bowl, tank and lavatory 


Write for booklet illustrating “Colonial” Matched Design 


UNIVERSAL SANITARY MFG. CO. 
NEW CASTLE PENNSYLVANIA 


In the South, CAMBRIDGE SANITARY MFG. CO 
Cambridge, Ohio 





GOLONIAL 
a Matched Design | ad 
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‘‘The Greatest Advance Ever Made in Pipe Jointing’’ 






SELF-CENTERING 
WATER-TIGHT 
ROOT-PROOF 


ACID-PROOF 
PERMANENT 
FLEXIBLE 








Now You Can Specify 
and Get No. 1 Joints 


and Without Having to Assemble and 
Deliver a Lot of Materials and 
Equipment to Every Job 


Certainty at last has entered into pipe jointing. You 
specify No. 1 plumbing fixtures; now you can specify and 
get No. 1 pipe joints —- a sewer that will not foul up with 
roots. Water-tight, acid-proof and permanent. Free from 
seepage, infiltration, sedimentation and stoppage. Every 
joint a good joint, all the way around. Master plumbers, 
sanitary engineers and contractors proclaim ‘‘Presstite”’ 
the greatest advance ever made in pipe jointing. 


In addition to a saving in time, in number of opera- 
tions, in trench width and a big saving in labor, it elimi- 
nates the work and expense of having to assemble and 
deliver to each job a little jag of sand, mixing box, hoe, 
mortar board, water bucket and trowel, with the necessity 
of finding a safe place for them until needed. The day the 
work is to start you simply deliver a box or two of ‘‘Press- 
tite’’ gaskets and the jointing device shown in the illustra- 
tions. 


Automatically Centers Spigot Into Bell of Pipe 





“Presstite” is an asphalt joint in a 
new, convenient form a_ pliable 
asphalt gasket formed to taper toward 
outer edge of bell. Made in proper 
thicknesses and lengths to fit pipe 
made according to the A. S. T. M. 
standard. ,Other sizes to specifications. 
Tapering shape automatically cen- 
ters spigot into bell of pipe previously 
laid. Being flexible, it allows pipe to 
conform to trench grade after trench 
settles. Will not crack or freeze. Per 
mits perfect jointing in narrow, deep 
trenches. Inspection is easy. 


To join pipe with “Presstite”’ insert 


the gasket about two-thirds of the way 
into bell (with pipe on top of trench) 
and with flat surface of gasket in 
thorough contact with inner surface 
of annular space. Then, with pipe in 
trench, lower portion of gasket is 
moved out to form a seat for spigot 
of next pipe to rest on. The joint is 
then pressed ‘“‘home’”’ with the special 
jointing device, exerting tremendous, 
gradual, horizontal pressure (2,000 to 
3,000 pounds). You just step on the 
lever, force it down gradually, and 
the joint is made. Let us send com 
plete details. Our Engineering and 
Sales Departments are at your service 


THE PRESSTITE ENGINEERING COMPANY 


4327 Duncan Ave. 


PRESSTITE” gas 
ts are shipped flat 
ked to protect 
r original 










St. Louis, Mo. 


Note large area in contact with joint- 
ing material, instead of only narrow 
runner as im ordinary poured joint 








| 
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Missouri, Kansas & Texas Railroad is planning 


immediately to replace the passenger and freight depot 


at Rtockwall, Texas. The old building was recently razed 
bv fire 

Geo. F. Reeder, 1451 University avenue, San Diego 
Calif., has just completed the installation of plumbing 


in the new Studebaker Auto Co. building on State and 
C streets. A large up-to-date rest 
part of the equipment. 


W. C. 


room for women is 


Laws, Astoria, Ore., has started construction 
on a new building to 
establishment. The structure will be of 
a ramp leading to the workshop in the 
handsome display room will be a notable feature of the 
street Mr 


which destroyed 


house his plumbing and tinning 


concrete with 
basement A 
new place which is located on Bond Laws 
lost his old building in the disastrous fire 
the town of Astoria two 
temporary quarters and was ready for business within a 
week, and has ever since been looking 


ing a new building. 


years ago, but he opened up 


forward to erect 


toe Ba. 


C ~ “S 
"OS “ts r 
ip! 





Delegates from Philadelphia attending the recent annual 


convention of the Pennsylvania State Association of Master 
Plumbers, held in Wilkes-Barre 


J. A. Hasley, veteran plumbing and heating contractor 
from Anaconda, Mont., 
last week visiting friends and concerns in the plumbing 
and heating fields. Mr. Hasley Milwaukee, 
Wis., to Montana in 1886, his first job in that state being 
the plumbing of the home of one of the copper kings 
He learned his trade with ‘‘Pop” W. E. 
Milwaukee. In addition to oldest 
and heating contractor in his state, Mr 
ber of the Izaak Walton 
hunter and fisher, and is 
pollution of streams campaign 
rated by ‘‘Domestic Engineering.” 

The Rev. G. C. 
Church of Flushing, N. Y 


spent several days in Chicago 


went from 


Goodman, of 


being the plumbing 


Hasley is a mem 


League and an enthusiastic 


particularly pleased with the 


which has been inaugu 


Jellingrath, pastor of the Presbyterian 


and son of A. F. Bellingrath, 





hrank R. Lord, John F. Reber and Assistant Manager Horace 

i\. West, all of the Philadelphia branch of the Walworth 

Mig. Co.; and Dean C. B. Connelley, of the Carnegie Institute 

of Technology, Pittsburgh, at the recent annual convention 

of the Pennsylvania State Association of Master Plumbers, 
held in Wilkes-Barre 
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More Efficient 
More Economical 
More Reliable 
More Durable 
More Compact 
More Powerful 
More Accessible 
More Salable 





IMPROVED 


New Model ‘‘R’’ 
Automatic 


CELLAR DRAINER 


Another Way to Sell 
Cellar Drainers — 


Every time you are asked to estimate 
on a new plumbing job, add the 
following paragraph: 


I recommend the installation of a 
PENBERTHY AUTOMATIC 
CELLAR DRAINER. This device 
will insure you against the annoyance 
and expense of a flooded basement 
It takes up but little space, uses the 
regular city water pressure for power 
and requires no attention or mainte 
nance. The price for the proper size 
for your building, installed complete, 
_ ee ane 


You'll be surprised at the extra busi 
ness you can create by this simple 
method. 


Your jobber can supply you 


Penberthy Injector Co. 
Established 1866 
1244 Holden Ave., Detroit, Mich. 


Canadian Plant, Windsor, Ont 
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VAN 








The VAN ARNAM 
Sheet Covered 


White Seat 


description Its snow-white finish 


ripple or blemish, has the 
hne porcelain and ts 
to dirt and m 
open an 


ber 


d by even the faintest suggestion of 
leaming lustre of 
completely mpervi 

sture Made in all standard 


1 closed front models. Order ft 


ARNAM MFG. CO. 
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Non-breaking compo- 
sition handle will not 
work loose. One 
smooth turn opens 
Fommomenecomemecsncons . ; aaeare : valve. 








Spring keeps constant 
pressure on special 
molded ring 


























“ Leakproof” feature. 
Special molded ring 
with metal core held 
under compression by 
spring. 









Spiral disc engaging 
thread of large diameter. 
Provides quick opening 
and high lift but pre- 
vents valve from “un- 
winding.” 










Disc holder of drawn 
brass, insumng uniform. 
ity and true seat. 















———-— - 











For Hot Water a circu- 
lating hole is drilled 
here. 







Composition disc of 
highest quality. : 





a moderate priced Packless 
Valve you can use on any job 


SMOOTH turning, quick that a job required a good type 
A opening, non-leaking, good of Packless Valve, but price 
looking valve — that is not high wouldn’t permit it. 
priced! Order a sample ARCO Packless 
There have doubtless been many Valve today. The price will please 
times when you have wished for | you and you can use the valve on 
just such a valve; when you felt — any job. 


AMERICAN RADIATOR COMPANY 


IpEat Boilers and AMERICAX Radiators for every heating need 
1807 Elmwood Avenue Dept. S Buffalo, N. Y. 
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the well-known plumber of Decatur, Ga., will receive his 
M. A. degree from Columbia University this term. 

The H. J. Brandeles Corp., Utica, N. Y., has recently 
been working on several large contracts Among these 
are the plumbing and heating for the new Colgate Uni 
versity gymnasium, the contract amounting to $75,000; 
the installation of a heating and power plant in the new 
Willard State Hospital, Willard, N. Y., amounting to 
$236,000; the installation of the plumbing and heating in 
the new addition to the Hotel Utica for $80,000 

Woodmen of the World, Portland, Ore., will erect a 
$100,000 building during the coming summer Re Te 
Barbur, head of the board of directors of the organiza 
tion, has announced that a site will be purchased at 
once at the corner of Fifteenth and Taylor streets 

The Alaska Plumbing and Heating Company, Portland, 
Ore., was low bidder on plumbing and heating for the 
Union high school to be built at Ranier, Ore., at a total 
cost of $190,000. The plumbing bid amounted to $5,095, 
and the heating to $21,780 

Emshoff & Layton, of Frankfort, Ind have been 
awarded the plumbing and heating contract for the re 
construction of the Scircleville high school The bid 
amounted to $8,957 

The contract for the installation of a new heating 

stem in the Doylestown, Pa., court house was awarded 
to Donald R. Richards, of Richlandtown, Pa., with a bid 
of $11,425 








Clark, Sr., Dan- 


Master 


G. J. Bretz, Louisville, and Mrs. and Mr. T. F. 
ville, at the recent annual convention of the Kentucky 


Plumbers’ Association 


have been awarded 
M.C. A 


Sturgis & Sturgis, of Portland, Ore., 
the plumbing and heating contract on the new Y. 


building in Salem, Ore. Their total bid amounted to 
$21,955. 

The Muscle Shoals Plumbing and Heating Co., of Mus 
le Shoals, Ala., has just completed the installation of 


the plumbing and heating in 100 homes for the Ashcraft 
Cotton Mill Co., of Florence, Ala., and has started on 
the installations for 17 new bungalows in Muscle Shoals 

Nicholas Connelly, of Philadelphia, has been awarded 


of Philadel 
combined 


heating 
The 


$127,695 was for plumb 


the 


contracts for the plumbing and 


phia’s municipal stadium bids 


i:mounted to $159,391, of which 


new 


ing, and $31,696 for heating 


| 
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The BLAUVELT S. A. FAUCET 


Naturally you on 
whom the public depends 
for advice regarding plumb 
ing fittings, demand that 
such fittings attain a cer 
tain standard of perform 


which 
eliminated 


cet, in leaking ten 
dencies be 
cause of a syphoning action 
created when water is 
turned on, is built to meet 
most exacting cde 


men, 
are 


your 


ance. For only through mands. 
satisfactory service can 
confidence in your judg- Let ussend you a descrip 
ment be established. tive folder or better yet 
have arepresentative call to 
The Blauvelt S. A. Fau explain this faucet in detail 
The F. N. DuBois Company, Inc. 


243-247 Ninth Avenue New York 





Somerville 
(S. I. W.) 


Soil Pipe and 
Fittings 


Are mechanically correct 




















| 


“JUDELMAR”’ 


Basin Fixture 


of 








| 

| Temperate water-fixture for 
| less money than the old way 
of buying a pair of faucets 
and separate pop up waste. 


JUDELMAR made with re- 
newable seat valves and non- 
rising stems. 





Milwaukee Flush Valve Co. 
MILWAUKEE, WIS. 
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PLUMBING an, 





T. BE. Conklin, of the New York office of the National Tube (o.; 
KR. LL. M. Taylor, district sales manager of the Reading Iron 
Co. and A. D. Sheere, of the Philadelphia office of the A. M. 
Byers Co., at the recent annual convention of the Pennsy!- 
vanin State Association of Master Plumbers, held at Wilkes- 


arre 
Ralph D. Evan Ness building, Salt Lake City, Utah 
has been awarded the plumbing and heating contracts 
for two schools 
The Will Rees Plumbing Company, 164 Regent street 


Salt Lake City, Utah, has been awarded a $10,000 plumb 
ing and heating school contract 

Morgan Lott. Lehi, Utah, has been awarded two school 
plumbing and heating contracts amounting to approxi 
mately $22,000 

John T. Bogan, Bingham, Utah, has been awarded a 
$4,000 plumbing contract for the Utah Copper Company at 
Bingham 

Ambrose H. Higham, Salt Lake City, Utah, master 
plumber and president of the Utah State Association of 
Sanitary and Heating Engineers, has left on a business 
trip to Idaho 

The Brumbelow Heating and Plumbing Co., of Atlanta 
Ga., has started work on the plumbing and heating in 
the new Henry Grady Hotel addition in that city. The 
contract amounts to $146,000. This concern is also 
installing the plumbing and heating in a new building 
for Oglethorpe University in Atlanta, a $25,000 contract 

The Smyth-Courtney Company, Seattle, bidding ap 
proximately $40,000, obtained the contract for installing 
both plumbing and heating in the $325,000 apartment 
building on the corner of Boren avenue and Union street 

The General Electric Company, West Lynn, Mass., has 
awarded the contract to Robert A. Doyle, 32 Caldwell 
Crescent, Lynn, for the erection of a sanitary building 
with locker rooms and showers to be erected at their 
plant 
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Window display of the Farm [Implement Co., of Elyria, Ohio 
in a drive for running water and modern plumbing on the 
farm 








az = 


Iron 
A. M. 
nayi- 
lhes- 





30, 1925 DOMESTIC ENGINEERING 63 


Now you can recommend an Oil Burner 


With $16,000,000 worth of Oil-O-Matic 
installations in operation during 1924, our 
dealers ordered less than $1000 worth of 
repair parts! Many of these burners have 
been in use for six years. 



































That means an average of about $1 per 
dealer. About 5 cents per burner! 


With 50 Oil-O-Matics installed last winter, the 
R. C. Beverly Heating Co., of Richmond, Va., 
had only 5 service calls in 56 days! 


More than 20,000 homes and buildings are now 
being heated perfectly with Oil-O-Matic. Not 
one owner would give his up. 


The reason for the amazing success of Oil-O- 
Matic is easy to understand. It was the first 
domestic oil burner to recognize the four natural 
laws of oil combustion. It is the simplest com- 
pletely automatic oil burner made. It is mechani- 
cally perfected. Dealers, service men and installa- 
tion crews are trained at 
the Williams Institute of 
Heat Research. 


The coupon below will 
bring you valuable facts. 
If your city is still open,,. 
you may be able to qual- 
ify. Ask about the de- 
tails of our franchise. 







LISTED 
AS STANDARD 


Oil-O-Matic is listed as 
standard by the Under- 
writers’ Laboratories to 
burn fuel oil (as low as 
28 degrees Baumé), 
gas oil, distillates or 
kerosene. 









Williams Oil-O- Matic 
Heating Corp. 


Bloomington - - __ Illinois 
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Correct Size Boiler 
\ by Nevan 


BOILER salesman one day called on 

four different steam fitters, who 

asked four different questions about his 
boiler. The questions were as follows: 











The first steam fitter asked: 


~~ 
‘‘How much actual radiation will this ad 
boiler carry’ . 


OS SAEs ee! 


The second steam fitter asked: 





‘How much grate surface in this 


A different boiler’’ 
“ questions The third steam fitter asked: 
by four different ‘How much coal will it burn per 


steamfitters~ = bo 
The fourth steam fitter asked: 2 






wae ft 


‘What size flue is required for this 


boiler’ a 


These and all other questions bearing on the subject of boiler 
selection are answered by the Novelty Boiler Selection Plan of the 
Abram Cox Stove Company. This plan is explained in the new 
Novelty Handbook and it has been hailed as the most helpful 
method ever devised for determining accurately the right size 
boiler for a given job. 
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Quickly Determined 
Selection Plan 


Boiler Ratings Abandoned 


T ONE stroke the Abram Cox Stove Company has 

done away with the confusion which has troubled 

the steam fitter for years, as a result of continuous raising 
of ratings on boilers. 





The so-called commercial boiler ratings have now 
been displaced by the Novelty Boiler Selection Plan, 
which shows the actual radiation each boiler will carry, 
based on the dimensions of the flue. 


Long study, laboratory tests and the checking of 
jobs that have been in use many years, have proved that 
this method of selection works out perfectly in all cases 
where the directions are followed. 





The Novelty Boiler Selection Plan is contained in 
the new Novelty Handbook, which is published for trade 
distribution only. Turn to one of the tables in this book Write for This Book— 
and you will find that when you select a boiler according Ie Free 
to flue conditions, your job is automatically balanced. 


You must see the Novelty Handbook to appreciate 
fully how it simplifies the selection of a boiler. It is 
written in A. B. C. language and eliminates guess-work 
absolutely. Be sure to write us for your copy. 


Address Department D-5 at the Nearest Office 





Abram Cox Stove Co. 
American and Dauphin Sts 


Philadelphia, Pa. 


Gentlemen: 


ABRAM COX STOVE CO. 


ESTABLISHED 1847 


American and Dauphin Streets - - PHILADELPHIA Please send me a copy of 
the g » ovelty anc 
New York Office, 113 E. 34th St. Chicago Office, 736 W. Monroe St. book nn —- acon 
amoun o radiation which 
can be installed with each 
MANUFACTURERS OF HEATING BOILERS FOR THIRTY-SEVEN YEARS boiler 
Name 


Address 
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McDonnell & Miller Duplex 
Feeders installed in heating ple 
Fifth Church of Christ Science, Chi 


The Salvation 


of the 


Oil Burner 


Heating contractors everywhere are 
selling and installing the McDonnell & 
Miller Duplex Boiler Feeders on low 
pressure heating boilers fired by oil 
burners. 


The McDonnell & Miller Duplex 
Boiler Feeder has been called by some 
heating contractors the ‘“‘salvation of the 
oil burner’’ on steam boiler jobs, because 
it eliminates the dangers of low water 
cracked sections and burned boilers 


It not only admits just the right 
amount of make-up water as needed, but 
it prevents a flooded boiler by disposing 
of the excess condensate which may be 
returned from the system. 

Heating Contractor’s Price 

$32.50 Each 


F. O. B. Chicago 


Write for Bulletin D-4 


McDonnell & Miller 


“Doing One Thing Well” 











y 


Wrigley Bldg. Chicago 
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BEVERLY HILLS M. P. A. ORGANIZED 


The plumbers who install the plumbing equipment at 
the movie stars’ homes in exclusive Beverly Hills, 
suburb of Los Angeles, Calif., have organized the Bever! 
Hills Master Plumbers’ Association, with a 100 per cent 
representation of the community's plumbing trade. The 
association was formed last week through the effort 
of Harry Silke, Southern California field representativ« 
of the Merchant Plumbers’ Association of California 
D. Bb. Terry, Jr., is president of the new organization and 
Harvey Schmetzer is secretary. 

LOS ANGELES ASSOCIATION HEARS SALES TALKS 

Consisting of six talks on practical salesmanship, a 
special course has just been completed by more than 
one hundred members of the Merchant Plumbers’ Asso 
ciation of Los Angeles, Calif., and their employes. Ths 
talks were given every Tuesday evening for an hour 
and a half, and were on the following subjects: ‘‘What 
Is Salesmanship?”’; “Knowing Your Stuff’; “Why Peo 
ple Buy”; “Types of Customers”; “The Selling Process,” 
ind “Personality and Store Policy.” 

The entire course was given by Harry Silke, field rep 
resentative in Southern California for the Merchant 
Plumbers’ Association of California, and has resulted in 
requests for him to make talks to employes of various 
concerns and to assist in correcting faults in sales or 
ganizations of local merchant plumbers. Sach evening's 
program during the course consisted of a short talk, a 
snappy diseussion and a practical demonstration. 

SONOMA AND MARIN COUNTIES ASSOCIATIONS 

MEERT JOINTLY 


Members of the Sonoma County and Marin County, 
Calif., Master Plumbers’ Associations held a joint meet 
ing at Santa Rosa on Wednesday evening, May 20, in 
the Chamber of Commerce Hall. Prior to the meeting, 
22 members and guests were entertained at dinner by 
the Richmond Sanitary Co., of San Francisco. 

Fifty people, comprising members of the two organiza 
tions, Santa Rosa city officials, state association officials 
jobbers, and manufacturers’ representatives, and archi 
tects attended the business session which was presided 
over by P. A. Van Bebber, president of the Sonoma 
County M. P. A Moving pictures, showing the manu 
facture of sanitary pottery, were shown and explained by 
I.. J. Waldear and C. Beebe, of the Pacific Sanitary Mfg 
Co., San Francisco F. Gilger and H. Wilson, of the 
Richmond Sanitary Co., of San Francisco, also gave short 
talks R. Williams, city manager of Santa Rosa, spoke, 
as did G. Shields, president of the Marin County M. P. A 
Cc. C. Newkirk, state field secretary, spoke on the im 
portance of sanitation to a small community, and A. J 
Daggett, vice-president of the Marin County M. P. A., 
spoke on “Sanitary Plumbing Ordinances.’’ Mr. Dag 
gett brought out the advisability of an ordinance by point 
ing out some of the poor materials and workmanship 
going into buildings in Marin County. 

The city of Philadelphia, Pa., is taking bids on the 
construction of a public comfort station, to be located 
at Howell and Duffield streets 

A combined public comfort station and swimming pool 
to cost about $85,000, will soon be built on Carmine 
street, adjoining the Bath building, New York City. 

A comfort station, 22x53 ft., to cost about $25,000, 
is to be built in Gabriel’s Park, New York City. 

The Homer, Ill., post of the American Legion is rais 
ing funds for the construction of a comfort station in 


| that city. 
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THE SATURDAY EVENING POST one 6, 19 








HERE'S many a ship that goes to sea ina 
tub of Kohler Ware. And there's many 


sailor lad who grows up on good terms 


Sul BY 


with fresh water—and s ap, t 1—thanks to 
bathrooms made inviting by those fine fixture 
which bear the name “Kohler” ft 
letters into snowy enamel. .. . You should have 
Kohler Ware in your bathrooms; in kitchen and 


Jt 1s distinguished ware, but no 





laundry, to 
B more expensive than any other that you would 


care to consider. Write for Booklet E 


k Founded f r, M . t, Shebovga 
BRANCHES IN PRINCIPAL CITIES 


OHLERoFKOHLER 


Enameled Plumbing Ware 


Wis 


Watch the Kohler Advertising 


Extraordinarily appealing advertising 1s convincing millions ¢ 
people of the superior quality and beauty of Kohler War 
idvertising like the reproduction above of one of the full-color 

pages which are appearing in The Saturday Evening Post every 

four weeks, and in many other leading magazines. This adver 
tising is seliing your customers. Display Kohler Ware, talk it, | 
ind get the reward in increasing sale 


+ 


“OF THE NATIONAL 
TRADE EXTENSION BUREAU 
’ Se screens 
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No Master Plumber 


Can Ignore These Figures 
Save Your Customer up to $4000 a Year 


N many buildings the operating costs compare far less favorably with 

the gross income than in the figures shown in the illustration. The 
totals shown are taken from an actual building project in Chicago. 

One costly item—the water bill—can be reduced by $3000 to $4000 
every year where the water-closet installation is on a large scale. In 
smaller buildings, a corresponding saving can be made, in proportion to 
the number of closets installed. 


atrous 
~~ 


Duo-Jet Closets and Flush Valves 
Cut Water Cost to One-Third 


Make Clogging and Overflowing Impossible 


4 , ; WO converging jets (B and C in sketch at left) in- 

_ as Se stantly empty the bowl, using Jess than 2 gallons of 
Gallons of Water . : = 

ot Roary Pladk water for a complete flush and refill, against 5 gallons used 
by the least wasteful of all other types of bowl. 


The Watrous Flush Valve (A) can be regulated so as to 
supply the exact quantity of water required for a thorough 
flush and refill—and no more. It therefore insures maxi- 
mum economy. 

Clogging and overflowing are :mpossible, as Duo-Jet 
action eliminates the narrow, zigzag passages needed in other 
types of bowl to effect syphonic action. 







For complete deteils on the Watrous Flush Valve and Duo-Jet 
Closet, write for booklet AR. Catalog and prices on request. 





h . 
A Cc 


: PLUMBING DIVISION 
Watrous Flush Valves—Duo-Jet Closets—Self-Closing Basin Cocks—Combination 
Lavatory Fixtures—Pop-Up Wastes —Drinking Fountains — Liquid Soap Fixtures—etc. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 


1200 West Harrison Street (Established 1885) CHICAGO 
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May 20, 1905 
Vaster plumbers of Michigan propose to make a 


hard fight in the legislature against the propo tr 
peal of the present plumbing law Hhoath the ” 
the boards of health of small catt 

19 


The annual spring meeting of the Massachusetts Mas 
ter Plumbers’ Association was held in Elks’ Hall, Boston 
on Thursday, May 4. T. F. Costello was elected presi 
dent for the coming year, upon the refusal of President 
E. C. Kelly to serve for another term. The convention 
was followed by a banquet at the American House Na 
tional President David Craig was guest of honor at the 


hanquet 


}ot 
The Associated Master Plum! f Texas held 
fourth annual convention wn the 9 I 1 
mmerical Club at Dallas, 7 ! n Tuesday, May 2 
was decided that each meni hould lend hi tf 
rt to the State law providing for the appointment of 
tl boards of examiner l’resident N y. tii f 
Hiaco, Texas, presided 
1905 


The City Council, of Fairmont, W. Va., bas just passed 
a new plumbing ordinance which went into effect: imme- 
diately. 


1905 
Robert Fl. Pflug-lelder, of Litaghth and Norrts street 
Philadelphia, has SCOCcure d thy ‘ plun hod contract " 


large residence at Clementon, N. J 
1905 
Master plumbers of Lancaster, Easton, Allentown, Read 
ing, Harrisburg and York, Pa., met Wednesday after 
noon, May 10, at the Hershey Cafe at Harrisburg and 
formed an organization to be known as the Central 
Association of Master Plumbers of Pennsylvania A 
banquet was given in the evening 
1905 
The West Philadelphia Association of Master Plumb- 
ers plans to hold a smoker and entertainment” every 
three months. 
May 27, 1905 
The Tron City Sanitar Vanufacturing Compan 
of Pittsburgh, Pa., ts enlarging its plant at Zelienople, 
Pa. by the erection of a two-story factory building 
1905 
The Connecticut Master Plumbers’ Association held its 
annual convention on Wednesday, May 17, at New Haven 
The mayor, in extending an official welcome, paid a high 
tribute to the accomplishments of the plumbing profes 
ion. J. D. Cronin of New London, was elected president 


ror the coming vear 


1905 
The jentertain wi 4 / Va ri it 
vr { ito t ifia 1 ( hu f pai j 
pluns for the entertainment of the delegates to the 
moention of the National {fssoctation of Master 
Plumbers which will be held at Atlanta The city 
uncil has appropriated $1,000 to the fund 1 grand 


harbecue in true Southern style is one of the feature 


planned. 
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Adopted as Standard by Thousands 
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| COMPARTMENTS L 


for that next toilet or shower installa- 


| tion? They are sanitary, durable, 
| easy to erect and enable you to in- 
crease your profits by bidding on a 
| complete job. 

| . , . . . 

Catalog No. 1, giving details of con- 
| struction and showing photographic 


reproductions of various types of 
Weisteel installations, will be gladly 
mailed from our nearest office upon 
request. 














Henry Weis Manufacturing Co. 
Main Office and Factory ATCHISON, KANS. 


CHICAGO, 105 W. Monroe St BOSTON, 8 Beacon St 
NEW YORK, 110 W. 34th St LOS ANGELES, 616 S. Utah St 
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HIGH TEMPERATURE 


IN RANGE BOILERS 


is more destructive than 


DYNAMITE 


Unless Controlled by a Dependable Temperature Relief Valve 


83 B 3 in 1 TEMPERATURE 


RELIEF VALVE 


is the only appliance on the market that 6B CROSS, 

gives absolute protection under all condi- © *) 30) UYU, 
tions, against the dangers of high tem- 4 
perature, excessive pressure, and vacuum. avave 7 Pp pe 


Write for prices and our story 


WHY BOILERS BLOW UP! 





B. B. 
3 in 1 








J 
Valve 
Temperature Pressure 

Vacuum 


BOSTON BRASS CO. 


Est. 1874 Waltham, Mass. 
Makers of the famous B. B. BALL COCKS 


in sizes '% to 6 inch. 





Diagram showing B. B. Cross 


USE ONLY B. B. BOILER RELIEF VALVES 


A Good One 





Sectional View 


B. B. No. 1—Pressure 


BEST ON MARKET 


A Better One 


Double Protection 





Sectional View 


° P _— . 
B. B. 2 in 1 Saneae 





Best Made 


Triple Protection 
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Sectional View 


B.B.3in1 


Temperature 
Pressure Vacuum 





They Protect Range Boilers Against the Dangers of 
High Temperature, Excessive Pressure, and Vacuum 



































CRANE CO. CELEBRATES SEVENTIETH 
ANNIVERSARY 


665 Veteran Employes Are Honored Guests at Elaborate 
Convention Ceremonies 


Six hundred and sixty-five employes, all of whom have 
served with the Crane twenty-five or 
were the honored guests of the company at the Congress 
Hotel dinner which marked the opening of the Seventieth 
Anniversary Convention of Crane Co., Chicago. 

Silver bells, of their long were 
presented to the veterans, among whom N. 
Wrath, of the collection department, 67 years, fifty-four 
years with Crane; Peter Brothan, foundry supervisor, 83 
years old, with fifty-two his 
and E. W. Smith, foundry 
veteran of fifty years’ standing. 

High mark for number of veterans attending went to 
Bridgeport, Conn., factory. Its special train brought 165 
employes, all of whom had passed a quarter-century or 
more with the company. 

R. T. Crane. Jr., president of the Crane Co., delivered 
He briefly sketched the begin- 
ning and growth of the organization, relating how the 
founder, R. T. Crane, the first mold in a little 
frame building in Chicago on,July 4, 1855. Tracing its 
growth from that time, when the founder was the 
sole worker, he described the company’s steady progress 
to its great size, with 17,000 employes. 

To commemorate the founding, a replica of the frame 
building in which R. T. Crane started the company, has 
been erected on the lawn in front of the Corwith plant, 
which is bounded by Kedzie avenue, Thirty-ninth street, 
Central Park avenue and Forty-third street, 
area one-half mile square. What a study in growth and 
contrast it represents; the one room plant and the plant 
with hundreds of acres of floor space! 

The principal Crane factories are located in Chicago, 
with large plants at Bridgeport, Chattanooga, Trenton, 
Birmingham and Montreal. 148 branch houses in the 
United States and Canada, and subsidiary organizations 
in France, Great Britain, Belgium and China are now 
giving service to the company’s customers. 

As host to the veterans and branch managers and their 
wives, the company provided a series of entertainments 
running through the week. There were theatre parties, 
a picnic, a visit by special train to Lake Geneva, sight- 
seeing tours and plant inspections, golf at several well- 
and buffet supper at the resi- 
aF. 


Co. years more, 


emblematic service, 


were James 


years of service to credit, 


superintendent, 67 years, a 


the address of welcome. 
poured 


also 


Chicago, an 


known country clubs, a 
dence of R. T. 

“It is particularly fitting,’ said R. T. Crane, Jr., ‘“‘that 
the opening exercises celebrating the seventieth anniver- 
sary of the founding of the Crane Co. should have been 
a reunion of Crane Veterans’ League. For this 
faithful group of men and women, who have given their 
services over a long period of years, have been the back 
and mainstay of progress. It will continue to 


our ambition to in the footsteps, 


Crane, 


loyal, 


our 
follow 


bone 


be so easily 


7\ 


traceable, of the founder It will be especially so, in 
all matters relating to his ideas of fair treatment of em 
ployes, with sympathetic attention to their health and 
happiness. It is our incere wish that Crane Co. and 
its men may be recognized by all as having a strong 
sense of consideration for others Whether in business 
or in the activities of society at large 

Informal interviews with the various branch managers 
attending the celebration disclosed a very general feel 
ing of optimism regarding business prospects for the see 
ond half of the vear This is especially significant since 
the branches cover the entire country and Canada, and 
each manager’s sentiments reflect the views of his’ par 
ticular section 
MUELLER CO. BUILDING NEW FACTORY TO ENTER 

VITREOUS FIELD 

The Mueller Co., of Decatur, III has recently an 
nounced its plans for a large new vitreous plant to be 
erected at once acro the river from that city Work 
has already begun, and it is expected to have the plant 
in operation by fall The factory proper is to be a one 
story building, 556x201 ft with a sawtooth roof This 
is the first unit of the vitreous plant, and other units 
are to be added as necessary \t first the only prod 
ucts manufactured will be lavatory and closet bowls, 
and some vitreous china accessories for the brass fittings 
made by the Mneller Co uch as faucet handles, hang 
ers and soap dishes 

Two long tunnel kilns, each 225 ft. in length, will be 
set in a tandem arrangement in this first unit, which will 
have a combined capacity of 1,000 pieces a day 

A spur track is being built from the Illinois Central 
tailroad through tracks, and ninety pound rails are being 
used to take care of the necessarily heavy freight traffic 

From fifty to seventy-five men will be employed at 
the start, ultimately reaching the limit of one hundred 
men, and 500 pieces of vitreous ware a day will be the 
output The casting proce will be used, and the long 
tunnel kilns will be fired by oil burners 

The plant will be in charge of Philip Cruikshank and 
A. V. Lawton The latter will be the ceramic engineer 
and has been in this busine all of his life in England, 
Canada and the United States He came to Decatur 
from St. Johns, Canada, where he was manager of the 
Dominion Sanitary Mfg. Co. Since his arrival last August 
he has been devising and designing forms at the Mueller 


Co.’s experimental rooms 


The Mueller Co. was founded in 1857 by Hieronymou 
Mueller. when he opened a gunsmith shop in Decatur 
only five years after leaving Germany, his native country 
In 1872 he invented the water tapping machine that 
became the foundation of the Mueller Co.’s business 
and from then on the progress has been phenomenal 
Addition after addition has been made, and there are 
now plants in Sarnia, Canada, and Port Huron, Mich 
as well as the large factory in Decatur which cover 
several acres of ground 
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WILLIAMS TOOL CORPORATION'S CONFERENCE 

The Willian rool Corporatior of Er Pa Vill hold 
its first annual nferer t tl hor iffice nd 
plant Jur i nd 5 All it ilesmen and represent 
tives will be present, and will go through tl plant and 
offices ind w familiarize I el \ I ral new 
tor th t compa! bringing 1 Phere will alse 
1) golf 1 n conne fion vith tl nterer 


APPOINTED SALES REPRESENTATIVES 


Perkins-LeNoir Compan Lie Dy lb ling, Phil 
lelphi has been poir n tl Philadelp! 
district for tl por heatil pec l ( t Gortor 
a | lgerwood Co of y York Cit 

NEW PLUMBING SPECIALTY COMPANYS 

Ser eS] Compan the name of new plumb 
ir pecialt neer! hich recent tar in b ne 
t 126 Hamilton enu Br } n \ 


BRASS CO. TAKES OVER KEATING 


PLUSH VALVE RIGHTS 


BRIDGEPORT 


The Bridgep Ihr Compal Bridgeport, Conn ha 
taken over all the right to the Keating flush valve 
formerly manufactured by the Ke I Val Co., Sprin 
field. Ma Phe ilve } been re-designed in its con 
tructional details to conform to the general principle 
of manufacture followed by t} Bridgeport Bra Co 


but th company point out that the operating prin¢ 
ple of the valve, developed in the fifteen iT xper 
nee of the Keating Valve C« are retained int 


MEG. COMPANY HOLDS ANNUAL 


DIVISION SALES MERTING 


WALWORTH 
WESTERN 
+} 


e W 


Kewanee, Ill., held it 


Thi alworth Manufacturing Company 


wee 


] 


annual ils meeting for the west 


ern division President Howard Coonley made the trip 
from Boston to ttend the meeting and to deliver n 
address to the company als representative and execu 
tive officer Discussion of conditions in various ter! 

tories was of great interest to those in attendance It is 


meeting is the largest which has a vet 


the W 


session Wa 


iid that this 
held at 


business 


been alworth plant Diversion from. the 


afforded by a 


golf tournament 
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mong those attending were the following 

J. S. Coonley ecretary and western treasurer, Chicas 
Tr. W. Little, vice-president production, Boston; W. P 
Ayer, vice-president sales soston; J. C. Bannister, y 
pl dent engineering, Boston; John Olmsted, mana; 
engineering products division, Chicago; H. S. Charn 
purel ing agent, Oil Well Supply Co., Pittsburgh; E 
Keane issistant general manager sales, Chicago; R 
Caton, Caton Pipe & Fittings Co., Detroit, Mich.; L 


Hamilton, manager sales promotion, Boston; Wiley 


ford, production; R. M. Henderson, production; A. © 
Brut rd Boston Works manager, Boston; F. H. Me 
if t tant chief engineer, Boston; 
H.W. Collir Parkersburg, W. Va.; L. B. Wedge, H« 


La.; 
Des 


A. { 
Moin: 


New Orleans 


B. Gamble, 


Bradbury 


ing, St Paul, Minn.; F 


I Jul Schoekel, St. Louis, Mo H. L. Clear 
Louisville, Ky J. L. MeCalley, Glendale, Calif.; R. B 
W olcot San Francisco, Calif Weldon Lloyd, Los At 
ele Calif ( P. Gabosch, Detroit, Mich E. E. Ra 
n, Boston W. J. Moran, Boston: F. W. Duemler, ( 
go; Ja Harmon, Chicago; W. H. Weber, Chica 
( MeKeen, purchasing agent, Walworth Ohio ( 
{ land, Ohio 


DERO BKASTERN DEALERS MEET IN NEW YORK CITY 


One hundred and fifty Duro Pump and Manufacturing 
Company dealers in the eastern part of the United Stats 
have once more been guests of this company. This wa 


and it wa 
May 11 
After 


manager 


Duro Dealers’ banquet, 
York € 
together 
New 


he fourth annual 


tor, New itv, on 
meeting 


York 


and get 


being welcomed by H. E. Lauman 


of the compan the guests settled down to see the two 
picture entitled ‘““‘Water by Wire’ and “Money Out of 
Water which showed the changed conditions on the 
farm nd the money the plumber can make. selling 
vater ter 


The ture were followed by an announcement bs 


pic 


Mr. Lauman of the ten winners of the trip to Dayton 
Ohio, to attend the company’s annual convention. Mr 
Lauman thereupon answered the question, “Can a mail 
rder house sell plumbing and heating equipment?” by 
telling his hearers that only by personal service was it 
possible to properly apply and install plumbing equip 








Lg 











The fourth annual banquet of Duro Eastern 





Dealers 


held at the Hotel Astor, New York City, May 11, 1925 
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and that therefore mail order selling would 


} ecessful 


( Kuebler, vice-president and general sales manage 


! 
them of the field for water systems and spoke of 


ness conditions in general R. H. Tompert, vice 
pr lent of the Winters National Bank of Dayton, Ohio 
the next speaker, choosing as his subject “What 


the bank thinks of Duro.” 


HHow to promote business through sales efforts Wa 


ined by T. T. Graham, a sales organizer of New York 


(it Then, afier some discussion of time payment sell 
ing, the convention adjourned until the evening ban 
his was the high spot of the day Refreshed with 


fine viands, the party enjoyed the music, balloons, sing 
ing, and the eight vaudeville acts, one of which wa 


quartet from “Shuffle <Along,’’ the Broadway hit 


The departing guest were willing to testify that the 


fourth dealer meeting was a splendid succes 


K. T.G. A. HOLDS FIRST 1925 MEET 


‘ 


There were sixty-five good reasons why the first 1925 
of the Eastern Trade Golf Association, held at the 
Hempstead Country Club, Hempstead, L. I., May 21st, wa 
a uge success Two of the reasons were the excellent 
playing weather and the good course The other sixts 
odd were the club swingers, who led alphabetically by 
Raymond G. Bookhout, flanked by O. F. Noss, and rear 
larded by A. J. Walsh, turned out for the festivities 

Long Island was just waking up when the first detach 
ment of golf devotees began calling for caddies, and thi 
first detachment was augmented hourly by golfer who 
waited for the dew to get off the greens before they left 
their homes. 

The first event on the program was the best ball four 
ome, staged before luncheon This, besides the oppor 
tunity to win one of the handseme prizes, gave the par 
ticipants an opportunity to learn some of the vagaries of 
the course, most of them, incidentally, learning that 
neither a jigger or a mashie would reach the green. on 
No. 10, while a driver carried too far 
Then came a delicious luncheon at the club, with the 


first foursome, Hammill, Hansen, Goodenough and Conrow 
teeing off for the afternoon round immediately afterward 
M. J. Czarniecki, came all the way from Pittsburgh for 
the meet, and his foursome followed, and the game was on 

S. J. Geoghegan playing without handicap, covered him 
self with glory in Class A with an 84, but it was not good 
enough to win, as T. A. Johnson, of J. D. Johnson Co., Inc., 
With a net 75, captured low net and chose a fine brassie 
and a driver donated by the association In Class B 
Conway Kiewitz earned the low net with a 69, choosing a 
leather golf bag, also given by the association. A J: 
Walsh, Harrison heating contractor, came in second in 
Class A, walking off with a box of balls, and Harrison also 
boasted the runner-up in Class B, John Cooney winning a 
golf bag After a four-cornered tie for third place in the 
higher class had been decided, H. J. Reeves, of the W. G 
Cornell Co... W. A surtenshaw, of John Simmons Co., 
Elwood White, and (C. D. Waters of the Empire Pipe 
Corp., had each selected prizes. Mr. Reeves took a gold 
watch donated by John Cooney, Mr. Burtenshaw and Mr 


White each a locker bottle given by the association, and 
Ir. Waters a driver, the gift of J. K. Law 
Mr. Johnson, aided by F. W. Broatch, of the U. S. Sani 
tary Mfg. Co., had a double claim to fame, as the pair also 
won the best ball contest in the morning. As Mr. Johnson 
ld collect only one prize, Mr. Broatch selected a travel- 
ng bag, the prize of Charles S. Wood Thomas J. O’Don- 
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Hfe was followed by H. R. Eicher, advertising manager 
" made a talk on sales promotion and advertising 
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THOS. KELLY & BROS. 


.. CHICAGO 


3422-24-26 WEST LAKE STREET 





ESTABLISHED OVERK 35 YEARS 





HloComplicated Darts 


The Sherwood No. v6 Bull 
Cock is the acme of simplic 
ity. One pin holds al! the 
parts together and there is 
nothing to get out of order 
and cause trouble 

It is exceptionally quiet in 
operation and closes positively 
against pressures up to 150 
younds without a whistle or 
squeal. 

Made of high grade bronze 
throughout, with a seat of 
steam metal. Over half a 
million in daily use 











Sherwood Brass Works 


Jefferson n4 Mt. Elliott Aves. 
DETROIT MICHIGAN 
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nell’s third place in Class B gave him a golf bag, als: n 
ated by the association 
O. F. Noss. of the Kewanee Boiler Co., likewise had two 
vinnine places to his credit In the morning roun he 
SCIENTIFIC COMBUSTION and M. G. Hook, of C. A. Dunham Co., placed second, while 
his 78 net was fourth in Class B in the afternoon He 
Wat ow _ H e at e rs selected a silver cocktail shaker, given by Charles A 
Miller. Thomas M. Kellogg, of Bishop & Babcock Co., was 
They are easy and profitable to entitled to the next prize, another locker bottle from the 
sell because owners like the ‘“‘fire E. T. G. A., and S. J. Geoghegan and E. G. Olsen, of the 
brick ring”’ which keeps the fire Fitzgibbons Boiler Co., each picked an order for a $6 hat 
alive. 





All these prizes were being awarded amongst much mer 
riment and cheering at the end of the dinner which capped 
Weil-M‘Lain Company the day This glee was intensified when President W. H 

Staples presented Ira Dill and William Sutliffe with rings 


Manufacturing Division Jobbing Division of 


Michigan City, indians Chieage, Uincls bologna for the highest scores, Fred Finnegan with a 
, ’ 
2 


> 


gold plated money wrench for being quiet (?) during the 
dinner, and B. K. Strader with a small mason’s trowel for 
y : reasons known only to the committee. 


Backed by thirty- 
seven years of 
manufacturing 
experience 








The net scores for the morning round follow: Keating 
and Burris, 80; Chadderton and Burtenshaw, 76; Holmes 
and Bookhout, 76; Hook and Noss, 72%; Page and Olsen 
77%; Kellogg and Cochran, 86; O’Donnell and Dougherty 
85144; Kelly and Strader, 85; O’Neil and’ Waters, 77: 


toney and Scott, 76%; Broatch and Johnson, 71% 
Geddes and Kohler, 74; Cooney and Kiewitz, 78. 









Afternoon Round 














The Ohio Brass Co. Class A Class B 

Gr. Hdep. Net Gr. Hdep. Ne 

Mansfield, Ohio Burtenshaw 90) 7 «83 Hamill 117 26 91 

Chadderton 9] ) 91 Hansen 121 30 9] 

Reeves 89 ‘ 83 Birch 128 30 92 

|} Czarniecki 90 6 84 White . 98 16 82 

; Conrow 91 5 86 Booth .. ey 24 87 

Law 96 12 84 Olsen . ocean 33 80 

/a\ (L\V/ aS | Murphy 97 9 88 Noss 118 635 6=|(98 

Hook 101 17 84 Kellogg : 101 22 79 

Page 97 14 83 O'Donnell 107 30 77 

| Cochran 107 15 92 Dougherty 106 22 S4 

O'Neil 106 12 94 Conroy 115 26 89 

Waters 98 15 83 Wood. 103 19 &4 

| Holmes 104 10 94 Treadwell ....111 26 = 85 

| Walsh .. 94 «18 «96 P, Cooney 104 22 82 

| Garfield 88 0 88 J. Cooney . 98 22 7 

Scott 108 17 91 Cc. Kiewitz .103 34 69 

Roney 100 11 s9 Engle 126 36 90 

| Staples 100 11 89 Strader 116 25 91 
reoghegan S4 0 S4 
A water heater built of stee/ Bennett 99 12 87 
f Kelly 106 15 91 
that stays on the job for keeps. Johnson 89 14 75 
. . j sroatch 96 & & 
There is profit in them for you. pea iy ae 

KEWANEE BSILER COMPANY PHILADELPHIA GOLF ASSOCIATION HOLDS SECOND 

Kewanee, Ill. MEET 


The second meet this year of the Philadelphia Heating 
& Ventilating Golf Association was held on Tuesday, May 
12, at the Llanerch Country Club, and drew a large at- 
tendance both at the meet, and at the dinner that fol- 
lowed. 








In the morning round, the net scores were as follows 
H. P. Gant, 89; Ed. Murphy, 105; W. Wilde, 87; F. J. Wil 
| son, 80; Wm. Robelen, 89; Lee Nusbaum, 88; Robert 
| Clarkson, 81; W. P. Culbert, 78; R. C. Bolsinger, 92; W.G 
Culbert, 94; George Kappell, 70; C. Weber, 74; Russell 
Kleinman, 86; R. Wanger, 78; C. W. Stewart, 91; T. W 
Cooper, 78; A. MacGregor, 76; M. Blankin, 78; George 
Kitson, 104; J. Hemphill, 76; Chas. Hackett, 113; B 
Pennypacker, &9 








Bull - Dog celluloid 
covered seats have 


allthe good qualities 
»f Bull-Dog varnish 
finished seats. 


Afternoon Round 


Out In Gross Hdep 
Stewart & Kappell.. 54 46 100 24 
: W. G. Culbert & Bolsinger.. 44 47 91 12 ? 
“HEAP= Robelen & Nusbaum... 51 52 103 30 
Clarkson & W. P. Culbert.. 46 42 88 13 


Wentz & Blankin ; 42 47 89 16 v4 
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oO iH ‘ 
K man & Kerr { @8& 112 4 
Walther & Shelmerdine 4 4 108 

Weber & Kleinman 1 18 4 24) { 
Pennypacker & Hackett 5 ‘ 111 25 86 
Kitson & Hemphill 1s 14 92 18 74 
Murphy & Mellon 52 1 103 35 68 
Wilson & Wilde is i 102 20 82 
Cooper & MacGregor $1 9 1) m 77 


The winners in the day’s events and their prizes follow 
herewith: 
Morning Round 


- 


Class 
1. Hemphill 
2 MacGregor 


golf balls 


) golf balls 


Cooper 2 golf balls 
4 Blankin 2 golf balls 
Wanger 1 golf ball 
Class B 
1. Weber 4 wolf balls 
2 Clarkson 3 golf balls 
Nusbaum 2 golf balls 
Robelen 2 golf balls 
Pennypacker 1 golf ball 


Afternoon Round 

Murphy & Mellon 4 balls each 
Walther & Shelmerdine 
Weber & Kleinman 2 balls each 

4. Kitson & Hemphill 2 balls each 


Wentz & Blankin 1 ball each 


3 balls each 


George Kappell won the cup donated by H. J. Carr, of 
“Domestic Engineering,’ with a low net of 70 in the morn 
ing round. 

Evidently believing the schedule as arranged, of insuffi- 
cient length, R. C. Bolsinger, George Kappell, Chas. Stew 
art and W. G. Culbert played 45 holes, quite outdoing the 
balance of the members. 

Three new members were acquired at the meet. R. C. 
Clarkson, Jr., Albert MacGregor, and J. T. Mellon will 
hereafter grace the roster with their names. 
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NORTHERN OHIO TRADE GOLF ASSOCIATION HOLDS 
TOURNAMENT 

The Northern Ohio Trade Golf Association, which was 
recently organized in Cleveland, Ohio, opened its tourna 
ment season May 20 at the Chagrin Valley Country Club 
where a medal handicap tournament was played This 
Was the first event of its kind for the association, and is a 
preliminary to others in the near future First prize in 
the blind par went to D. M. Kenney, with a net score ot! 
68. Low gross was won by A. D. Porter, who shot a 75 
for the 18 holes. Low net score was won by P. J. Green 
ough with 91-28-63 “Domestic Engineering” has put up 
a loving cup to be contested for during the remainder ot! 
the tournament A player winning the tournament will 
have possession of it until the next tourney and any playe1 
who wins it three times will have permanent possession 
of it. 

The scores of the first tournament follow herewith 

A. D. Porter, 75-12-63; P. J. Greenough, 91-28—-63; 
P.O. Boylan, 99-35—64; C. W. Colby, 77-12-——65; N. Olds 
S 2-16 66; D. M. Kenney, 103-35 68: R. M. Stackhouse 
84-13 71; S. R. Mitchell, 105-35 70; C. R. Foster, 98 
23—-75; Theodore Steuber, 112-35-—-77; D. E. Utz, 98-18 

80: M. J. Kishler, 95-12 S3: Al Goodwin, 106-20 86 


DELAWARE VALLEY TRADE GOLE ASSOCIATION 
MEETS 

The second meet of the Delaware Valley Trade Golf A; 
sociation was played over the new Manufacturers’ Country 
Club Course at Oreland, Pa., which, is now one of the fin 
est in the country. It is a two-year-old course and includ: 
one or two quarry holes of scenic beauty. 

Thirty-five members and guests enjoyed the day to the 
fullest extent, most of them arriving on Tuesday morning, 















Removable 
porcelain index 


Bell metal balls 
preventing friction 
by lift or side turn 
m of handle 


Shoulder Stop 
limiting lift of 
Stem 
Smooth surfaces 
No sharp corners 


Combined packing 
gland and spring 


Cloth inserted 
rubber packing. 
washer 












300 Ibs. pressure 
resisting special : 
bronze spring carrying 
a 200 Ibs. working 
guarantee 


Fau!tless"’ seat 
@ise washer 


Reasons For 
Buying the Ryco 


Nine special features—count ’em— 
are enumerated on the above 
illustration of a Ryco ball-bearing 
self-closing basin cock. 


Everyone is a good reason for you 
to favor this high-grade unit for 
every quality job. 


You can’t make a mistake on a 
Ryan fixture. 


883d JJJ IJ RYAN & CO. 


Monroe & Jefferson Streets 


1925 


Chicago 
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The “O-E” Improved Packless Graduated 
Valve, when used in connection with two 
other simple fittings, provides a three-in-one 
Vapor - Vacuum - Pressure Heating System 
which for efhiciency and economy has never 
been surpassed 


The Valve itself is quick-opening, abso 
lutely leak-proof, easy to operate and fitted 
with a hard rubber handle which is always 
cool, and will not crack. Like that of other 

O-E” Fittings, its price is moderate. 


PL >| 








Write for booklet ‘‘A’ containing 
the whole story. 


eT oT) 


P 1A Ae 
O. E. Specialty Mfg. Co. 
10 Keefe Avenue 


MILWAUKEE WIS. al 
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Mi 1% I di f the meet, although H. J. Kleinman 
Frank G. Newton, E. Crocker, A. K. Raub, and William 
Bapst contr d ) i n ond evenir ind spent 
Monday nicht at the club 

That tl sociation consists mostly of golf enthusiast 

hown | the fact that all but three part mated, nan 

he Powers, Wm. A. Brecht and Chas. Parry 







f ¥ 
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R.¢. Groff, R.C. 
Delaware V 





Tastor, 


Bolsinger and HH. ©, 
(olf 


president of the 


alles Trade Association, and William Kerr.— 


At the recent tournament of the Delaware Valley Trade Golf 
Association 

Consequentl ome exc llent golf wa played during 
both the morning and afternoon round Frank G. New 
ton winning the Plumbers Trade Journal’ cup with a 
low net score of 68 

Returning from the showers after the afternoon round 
was over, the members sat down to a successful dinner 
where they were entertained by variou selections of 
“poetry” by President H. C. Taylor, and songs by Wm 


Vapor or 


O sensitive is this Regulator that 
it operates perfectly on a few 
ounces of pressure, vapor or vacuum. 


METAPHRAM == 
DAMPER REGULATOR 


Has 10” Metaphram diaphragms that last the 
life of the boiler. 
make it ideal for 


os 


Self collapsing diaphragms 
japor systems. 





NATIONAL 
—__| ar bee, 


CHICAGO 
| NEW. YORK 


There is a Metaphram 
for every purpose. 





May 30, 


Stewart, John Bitzer, Philip Tatler and R 


Polsinger 


May be used on vapor, or up to the 15 Ibs. 
pressure. 


The Type D-10” Metaphram Regulator is fur- 
nished as standard equipment on all the bet- 
ter vapor systems. 


This is only one of the complete line of Meta- 
phram Damper Regulators. 


Send for circular if your dealer doesn’t supply, 
NATIONAL REGULATOR CO. 
2301 KNOX AVENU CHICAGO 

The A-Jacks People (A-Jacks for high pressure) 


waTi LONAL 
IRECULATOR 


4 


CH: G AGO 
NEW YORK 


\ business meeting followed the dinner, at which Se 
tary H. J. Kleinman announced the resignations of T 
Cooper, H. Gillespie and Harry E. Shaw, which were turned 

er to the membership committee for action. New 
plications for membership, also turned over to the abovs 
committee, have been received from Malcolm G. Oliph 
of Cochran-Drugan & Co., Trenton, N. J.; A. B. Gemn 

Speakman Co., Wilmington, Del.; Wm. L. Hoffman 
Baltimore Tube Co., Baltimore, Md.; Chas. Cromb, PI 

lelphia and R. B. Saul, general manager of branches of 
Haines, Jones & Cadbury Co., Philadelphia 

During the business meeting, it was decided that each 
meet will hereafter be made to take care of itself finan 
cially In other words, in the future, association members 
will be assessed the actual amount of the cost of each 
neet, instead of a previously decided arbitrary amount 

Announcement was made that the June meet will take 
place at the Trenton Country Club, Trenton, N. J., and the 
July meet at Whitemarsh Country Club, Whitemarsh, Pa 

The evening closed with the awarding of prizes won dur 
ing the day 

The scores follow 

Morning Round 
Out I) Ga Hale 
\1 4 1 22 
| Ix " 14 7 2 4 

L. Weber 1 ot 
| I os ‘7 16 ) 
ct St irt 107 2 
‘ | ] I | 66 121 1 
John Bitzer t 112 
R. C. Bol ge 1 0 101 11 
Hl. J. Kileinmar $5 1% “4 13 
KB CY , i 15 S If 
\. K. Ra ' 111 aD 


Vacuum 








“| 


NANA 
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© lt Gross Het Net 

} Newton +s i) Qs 
J per ) H ‘ 1 
t rns ] 
W ipst ; 10 
i n HI tt N 1 

ft 7 12 i 
l ght He ] ’ { 

Rest Ball 
Out It Gre Hdep Net 

& Carr 116 ) 
Knight & Deacon ty 4 bag aD ra) 
Ritzer & Polsinger ts “ Ss 
Ker A Stewart rf 1s 
I r & Deacon 14 f 
Alle & Harper is 13 1 17 1 
la r & Weber > 17 mm 
R. |} inman & Arnett 1] ; SS 
for nson & Barcus ] 14 45) 24 re 
Shelmerdine & Groff m ot 111 24 

man & Crocker aD 44 \4 | 
mm & Raub 1) 17 " 28 ‘ 


rhe winners and their prizes were as follows 
Morning Round 


l’rize Frank (7 Newton bal 

lrize Fred Allen $ balls 

Prize Russell Kleinmar t ball 
th Prize EF, Crocker > balls 


Best Ball 


Prize A. kK. Raub » bal 
I’rize GG Arnett t ball 
1 Prize Tomlinson & Barcus t balls each 
{I Prize H. J. Kleinman bal 
Prize Taylor & Weber > balls each 
ith Prize Tatler & Deacon > balls eact 
th Prize. J. Harper . 2 bal 
th Prize Kerr & Stewart y bal acl 
ith Prize Knight & Deacon Sr bat ich 
t Prize Burns & Carr 1 ball each 
Ith T’rize Shelmerdine & Groff 1 ba each 
th Prize Bitzer & Bolsinger 4 l vel 


Personal Mention 


John F. Rowe has been appointed eastern sales manager 
of the J. B. Wise Co., Watertown, N. Y Mr. Rowe will 
have charge of New England, New York State and City 
territory. 

A. H. Hanson, formerly with the Andrews Lead Com 
pany, Long Island City, N. Y., has joined the sales force 
of Marks Lissberger & Son, Inc., also of Long Island 
Cty, WN: Y. Mr 
Jersey for the lead concern. In addition to his regular 


Hanson will cover the state of New 


duties, Mr. Hanson is active in salesmen’s association 
work, being treasurer of the Greater New York associa 
tion 

F. R. Menzies, whose like- 
ness is shown herewith, has 
been appointed manager of 
the Trane 
branch office at 412 Temple 
street, New Haven, Conn. Mr. 
himself 


Company’s new 


Menzies acquainted 
with the heating line when 
he attended the Rensselaer 
Polytechnic Institute, 


a, 3 After leaving college, 


Troy, 





he designed and supervised 
heating installations for John 
Menzies, a heating contractor 
f New Haven 

William J. Grover, formerly 


assistant advertising manager F. R. 


Menzies 


for the International Heater 
Cc of Utica, N. Y., 
iger for the Favorite Stove & Range Co., 


0. (. Dickmeyer has opened offices at 2016 Fairfield 





has been appointed advertising man- 
of Piqua, Ohio. 
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A PERFECT JOB 


IS THE RESULT WHEN USING 


8 The “American” Ground Joint 
Waste Connections with 


Way --—LEAD RING 


Everyone is interested in this 
new fitting. 












All Jobbers Should Stock Them 
No, 752 


AMERICAN SANITARY MFG. CO. 


ABINGDON, ILLINOIS 


MYERS WATER SYSTEMS ~~ “s 


DEEP WELL 














For Homes, Farms, Public 


or Private Institutions. WATER SYSTEM 






Small capacity, hand operated systems for shallow or 

deep wells and cisterns, medium and large capacity Pere ont 
outfits for operation by engine or motor, auto- mul 

matically controlled electric house pumps and 
direct water systems that do not require a pressure 
tank make up the Myers line which has over fifty 
years of pump building experience behind it to 
guarantee dependability and satisfactory service. 
Catalog No. HP24 shows 
complete line. Ask for 
your copy today. 


The 
F. E. MYERS 
& BRO. CO. 
Ashland, Ohio 
Pumps, Hay Tools and Door Hangers 


KENNEDY 


Valves and Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in- 
cluding globe, gate, angle, check and 
radiator valves of every type and size, 
and a complete line of malleable iron and 
brass pipe fittings. 

All of these types are described and listed 
in the Kennedy Catalog. 

Send for a copy 


The Kennedy Valve Mfg. Co. 
Elmira, N. Y. 


Boston New York Chicago - San Francisco 
El Paso Salt Lake City Seattle Philadelphia 
Kansas City Los Angeles 
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KEROSENE HEATER 
WICK BURNER TYPE 


An economical. safe, convenient Hot- 
Btream Heater that furnishes constant hot 
water for domestic use, day and night 
Noiseless, smokeless, odorless, no generate 
ing Burns 19 to 30 hours per gallon 
Wick requires no trimming Sells and 
satisfies because it's right 
















Have you our Catalog and Price Sheet 
covering our complete line of popular 
priced heaters? Write today. 


LET’S GO! 


THE HOTSTREAM HEATER COMPANY, Cleveland, Ohio 
‘‘Makers of Heaters That Heat’’ 
NEW YORK OFFICE: 210 EAST 45TH STREET 



















Automatic Gas Water Heater 


“‘Triple Gas Control’’ makes 
Humphrey Automatic the 
most convenient, the safest, the 
most economical water heater 
known. Every Humphrey you 
sell adds to your goodwill. 


Humphrey Company 
(Dio. Ruud Mfg. Co.) 
Kalamazoo Michigan 





Type “A” 
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PRODUCTS: :::: 













“GOLD NUGGET” 


BRASS FERRULES 


sre ofquality brass 





The manufact 





Our large ware 
house stocksand unescelled ship 
ping facilities makes trading with 


use mosteatisfactory proposition 


RICHMOND 


Foundry&Manufacturing Co. 
RICHMOND. VIRGINIA 

















123 Years Old — Founded 1802. 


Range Boilers 


Riveted 
Welded 
Sure-Tite 


(Copper-Brazed) 


Wm. B. Scaife & Sons Co. 


Pittsburgh, Pa. 


SQUARE rE ‘GEE 


Iron Malleablelron FITTINGS 
We are so proud of Square 


‘‘Gee”’ fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 























THE GRABLER MANUFACTURING CD. 
CLEVELANDO, QO. 





from a trip to Pittsburgh, 


NGINEERING May 30, 1925 
avenue, Fort Wayne, Ind He will act as manufacturers’ 
representative in plumbing and heating specialties, and 
will do business under the name of Domestic Sales (¢ 

William M. Thompson, general sales manager of B 

Wise, Inc., Watertown, N. Y., spent several days last 

week at the company’s New York City office, 48 East 


Forty-first street. 

William Robinson has been appointed sales representa 
tive for Dimock & Fink New Rochelle, N. Y,, 
branch. He will represent the company in southern Con- 
necticut 


Co.'s 


the American 


just returned 


of 
has 


sales manager 


Ill., 


Branidberg, 
Mfg. Co., of Abingdon, 
Pa. 


Charles 
Sanitary 
been appointed sales 
Heater Company, 


repre 
of Cleve- 
Chicago 
139 


Webster 
the Cleveland 
He represent 
and 


Edward H. has 
for 
Ohio. 


vicinity, 


sentative 
this company in 
his headquarters 


will 
will 


land, 


and at 


make 


East Clark street. 


and 


Oscar C. Andersen has been appointed manufacturers’ 
representative for the Paragon Brass Mfg. Co., of Cleve- 


land, Ohio Mr. Andersen, whose headquarters are at 
627 Washington boulevard, Chicago, will represent the 
company in Chicago and southern Wisconsin. 


E. R. Suter has been appointed sales representative for 
the building equipment department of Duriron Company, 
Inc., of Dayton, Ohio. His headquarters will be at the 
Chicago office of the company, 110 South Dearborn street, 
he will cover northern Illinois 


Wisconsin and the upper peninsula of Michigan. 


northern Indiana, 


R. TDunean Morris, formerly with Spang, Chalfant & 
Co., of Pittsburgh, Pa., has been appointed sales repre 
sentative for the Wheeling Steel Corporation, of Wheel- 
ing, W. Va 


New Trade Literature 


Brass Goods Message No. 1 
The Standard Sanitary Mfg. Co., of Pittsburgh, Pa., 
distributing a circular with illustrations and descriptions 


1s 


of its double combination fittings, York lavatory fitting 
and Princess pop-up drain 
Penn Portable Vise Post 
Penn Engineering Co., of Reading, Pa., is distrib 


uting a small folder descriptive of its portable vise post 
and pipe bender. The operation of this vise post is de- 
scribed and two styles are illustrated. 
Ohio Brass Company's Circular 

“Shining, polishing and dressing them up to please the 
is the title of a circular issued by the Ohio Brass 
The importance of the finishing 
of radiator valves is 
illustrated. 


eye” 
Co., of Mansfield, Ohio. 
attractive appearance 


touches and 


emphasized. Various O-B valves are 

Hercules Chemical Co.’s Folder 
folder has been issued by 
Chemical Co., New City, describing 
Hercules drain pipe tile and porcelain 
toilet chemical The folder 
proper way using various compounds in 
get the best results. 


Hercules 
products 
cleaner, 
the 


the 


its 


just 
York 
cleaner, 


A new 


compound illustrates 


the order to 


ol 


Brass Tacks 
A novelty is being distributed by the Bridgeport Brass 
jridegport, Conn., in the form of a little con 
brass thumb tacks. These 


Company, 
tainer filled with a number of 
have been prepared especially 
plumbing and heating trades 


the 
al 


to 


for distribution 
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* \ high pressure boiler that will put push 
my behind your busi . 
- yehind your business. = 
1 The ideal hook-up for hot water supply ' 
‘ in apartment houses, office buildings, 
1 schools, laundries, ete. | 
‘ ens : ; , . " 
“" Special circular gives all the special ad- ls 
*s vantages of this tried and true Burnham . 
_ Water Tube Boiler. . 
. a: 
. \sk for it. . 
* 
. © 
e . 
. \ 
_ o ° " 
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. IRVINGTON, NEW YORK = 

{ Representatives in all Principal Cities 

. Canadian Offices; Harbor[Comm. Bldg. Toronto.§124 Stanley St.,{Montrea o 
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It’s there — 
when it’s needed! 


Experience shows that protection 
pays. Should a need arise for water 
in a hurry, it demands service with 
out a hitch. 


With a Jenkins Fire Line Valve you 
can feel it’s there when it’s needed. 
You can feel sure there will be no 
corrosion, no sticking at the seat 
sure of an interrupted flow. 





Rundle medium-price sinks embody the 
same practical features for convenience 
of the housewife as the more expensive 
Rundle Sinks with apron. Each has been 
carefully designed by engineers who 
understand sinks from the utility stand- 
point. Rundle medium price sinks are 
made in a wide range to satisfy each in- 


JENKINS BROS. dividual preference 


The wide use of this valve by leading 
hotels, hospitals, and other public 
buildings is a vote of confidence in its 
reliability. The Jenkins ‘‘Diamond”’ 
assures you that such confidence is 
not misplaced. 





80 White Street New York, N. Y We manufacture a complete line of 
524 Atlantic Avenue Boston, Mass. ne led fi ures If vou don't know 
133 No. Seventh Street Philadelphia, Pa. enameled fixtures. ne sPeak 
646 Washington Boulevard Chicago, I! the name of the Rundle jobber near you, 
write us. Ask for the new catalog. 
JENKINS BROS., LIMITED rite : sll O86 
Montreal, Canada London, England 


Rundle Mfg. Co. 


Milwaukee, Wisconsin 


Always marked with the “Diamond” 
e 


nkinsValves | §, RUNDLE 





SINCE 1864 
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‘*Sure-Return’’ Condensation Pump. 


Ask for Bulletin No. 47. 


The Price Is Right 


There isn't the slightest doubt about the 
quality of the ‘“‘Sure Return’’ Condensation 
Pump. It has proven its merit on thousands 
of installations. 


But, in spite of the splendid material and 
workmanship, that goes into each outfit, these 
pumps can be purchased at a very reason- 
able cost. 


It will pay you to get our prices. 


STOCK DELIVERY 


CHICAGO PUMP COMPANY 
2322 Wolfram St. Chicago, Illinois 
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CHAIN PIPE 
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Loolk for this Seal 
on the — 


It certifies the chain has been proof-tested and 
guarantees safety to the operator. 


Then note the Double-Ended Reversible Jaws, 
providing the service of ‘‘two tools at the price 


” 


of one 


All parts interchangeable. Eight sizes 
for \« to 18° pipe. Literature? 


J. H. WILLIAMS & CO. 


‘*The Wrench People”’ 
BUFFALO 


NEW YORK CHICAGO 






qa fo) 18) eam el ied as) TOO. 


_IMPROVED“VULCAN” 
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The HAMMOND 


Compression Stop 


Like other HAMMOND Valves, the 
HAMMOND Compression Stop and 


Waste Valve represents the biggest 
value of its kind that the market 
affords, and here are nine “reasons 
why 
1 ‘ull waterway 
Full opening 


3. Extra pipe clearance 
4. Broad faced seat 


Packing nut 





6. Encased dis¢ 
Gasket under bonnet 
8. External type bonnet 


9. All parts ac 


and tested 


OPRCCCRCOOOEO00000 000000000004 (m) 


urately machined 


RRRRRRARRRRRRARDO000000000000000004 


Always look for the ‘‘Circle H"’ when 
buying valves. It means quality mer- 
chandise at a price that you will be 
glad to pay. Ask your jobber 


—™ HAMMOND 
BRASS WORKS 
wenn HAMMOND INDIANA 
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CHICAGO 


\lthough representatives of the plumbing and heating 


trades in Chicago are not unanimous in saving that bet 


ter business is at hand, there is on the whole a better 


feeling and a greater dispesition to put confidence in 


the favorable aspects of the market Are the plumbing 


and heating indnstries about to enter a new phase of 


their market history? A number of 
cate that this is true 
1924 


of last vear and business in some 


reports would indi 


The activities of the summer of 


commenced to slow up in August and September 


commodities decreased 


until it almost reached a vanishing point in February, 
1925. Many did not see in this anything to worry about 
claiming that greater stability would be the result eventu 
ally A 


reasoning and 


still greater number now see the logic of this 


claim that the present up-turn in trade 


and in confidence is not a minor movement, but is the 


beginning of a new and better phase of the plumbing 


and heating business in Chicago 


Enameled ware, although now one of the livest com 


modities in the market, has had its periods of slowing 


up as other commodities have had Yet, reports from 


the Department of Commerce show that in enameled 
baths, for instance, the orders ‘shipped in the first four 
months of 1925 were in excess of the average of 1923 
and 1924 for those periods This is also true of enam 


eled lavatories and sinks, and is doubtless true of other 
commodities as well It is out of the question to ex 
pect every vear to show an improvement over the previous 
one, but nevertheless there is 
that 1925 will 


1925 and 1924, and it is not 


plenty of evidence to indi 


cate total better than the average of 


necessary to include the 
encouraging building reports in this evidence either 

It is true, however, that both the jobbers and masters 
who stock goods are buying carefully and not very far 
ahead. and the fact that orders are usually smaller than 
the years past lead some to complain, even though these 
orders are more frequently placed. 
week's re- 
than it 
into consideration 


The increase in demand mentioned in last 


port is more in evidence this week, however, 


vas last week, and taking everything 
the buyers and sellers of plumbing and heating supplies 
in Chicago are feeling rather better, in a business 
t] 


way, 
ian they have for some time 

Soil Pipe 
Jobbers have been pretty well stocked with soil pipe, 
f 


ut since the market has shaken off some of its inertia, 


nall holes are being made in jobbers’ stocks, one job 


r’s representative stating that their most active busi- 


ness during the past nine days has been in soil pipe and 
tings It is pretty generally conceded that the market 


now at or rapidly approaching the 
rn in the road, and that the 


Another indication of this is the fact 


this product is 
price weakness will be 

hort duration 
that business in this line in the territory adjoining Chi 
ico is, according to reports, beginning to open up in a 


ery satisfactory way. 


8] 





Steel Pipe 


Reports on the demand for. steel pipe should be en 


couraging to the makers of this product Business has 


increased slightly among both manufacturers and jobbers 


with jobbers’ prices becoming firmer There has, how 


ever, been a continual steady demand right along Job 


hers are maintaining efficient working stock, but do not 


as a rule, place large orders and have not found it ex 


pedient to do much forward buying The mills many 


time ire in good position to deliveries 


heard of that 


make prompt 


although in no instance have stocks been 
wre more than moderate 

Wrought fron Pipe 

pipe 

during the 


Makers of wrought found a. satisfac 
davs fol 


when orders were not quite 


iron have 


tory increase in business last ten 


lowing two or three months 
co numerous Not only an increasing number of orders 
but also a decided 


up-turn in a number of ‘phone calls 


for quotations seem to indicate that better business in 
this commodity is at hand 
Knameled Ware 
The business 


increased 


volume. of done in enameled ware has 


during the last few weeks, and the last ten 
days has shown an added improvement 


in fact, has 


The past month 
shown more activity than in any other com 


modity listed in this report Reports are being received 


of orders being placed which require 90 days for their 


delivery Factories that do not have orders so far ahead 


find that orders are coming in in much greater number 
Jobber meantime, being reduced on 
Although 


buving for immediate needs, the total has 


stocks are, in the 


account of the increased demand master 

plumbers are 

run into a good volume in the past month 
Pottery 

It was expected that there would be quite an increase 

in demand following the decline in prices in various lines 

The 


prices on 


of sanitary pottery a few weeks ago increase is 


here, also an advance in manufacturers’ staples, 


but taking a cross section of the whole field, the increase 


in demand is slight Some potteries are, however, re 


ceiving business in good volume for June delivery Job 


bers’ stocks are, in the meantime, in very good shape 


and they do not reanire to place large orders in order 
to bring their pottery departments up to an efficient work 
Pottery 


ing level staples may be had promptly 


tange Boilers 


This is the time of the year when range boilers should 


sell and, in fact, this business is looking quite encourag 
Although the de 


been excessive, both the makers and job 


ing to the manufacturers right now. 
mand has not 
bers feel that the slight 
days presages a livelier business in the weeks to come 
Jobbers’ 


increase of the last week or ten 


prices are firmer than they were a few days ago 


* Brass Goods 


Plumbers 

Joth cast and tubular brass goods have lined up with 
the other commodities listed in a slight improvement in 
With keeping 
stocks in frequent or 


demand prompt deliveries, jobbers are 


their zood shape with small and 








‘ | \TI , 
R2 MONTES | Te 


der their buvis t being done ith ution There 
is still a lack of unanimity of pr hich, however, is 
not so apparent t was few days ago 
soilers and Radiators 
fJoilers and radiators are one commodity which seem 
to bear out the contention that busine in plumbing 
and heating for 1925 will equal or excel that of 1924 
Two manufacturers report that business for the first four 
months of the year was in excess of the first four months 
of last year. Orders for quick delivery have been coming 
in recently and there have been hea bookings The 
last ten day have hown an improvement in demand 
Prices are stabl nd deliveries are prompt 
, . y , , 
NEW YORK 
The trer ward ptir n tl Greater New 
York district, with almost every one of the major indus 
trie within tl plumbir ind he n fields reporting 
ther an actual iners ‘ n busine or a better tone 
han | existed for tl past few week 
This has not been confined to the manufacturers alone 
many jobber hoth metropolitan and suburban, report 
considerab] ! mat to figur and experience has 
} vn tl t fair proportion of these estimate 
vill bl I eontract 
While tl volume has incre 1, there ] been littl 
ndication of price ettlin or mor even keel, the 
one exception being light ris¢ n prices on two items 
n the pottery f 
soil Pipe 
Thi commodit ppear to be me that ha not yet 
reacted to the more favorable turn of the market, mak 
rs reporting luggish d nd with prices still unset 
tled Jobber tocks are low, and such business as they 
are placing is usually for immediate hipment, easy to 
procure as most foundries have large ipply on hand 
Steel Pipe 
One mill report considerable busing being placed 
for delivery after June 1, and this concern is looking for 
ward to a good June Jobber volume of sales is a trifle 
better in the aggregate than it was a week ago Prices 
are unchanged 
Wrought Iron Pipe 
The past week has been low one so far as demand 
on the mills i neerned, according to report Jobber 
busines thout the me a i week ago Prices are 
inchanged 
Enameled Ware 
Conflictin report re received from variou ources 
on this commodity One of the smaller makers is now 
working at full pacit and this concern states they are 
behind on orders for tubs Another larger manufacturer 
report dificult in securing volume because of their 
policy of holding prices fir Jobbers are doing a fair 
business, apparently, and are keeping their stocks fairly 
well rounded it by placing small order 
Pottery 
The week w marked by the announcement of a slight 
increase ranging up to 5 per cent on washdown bowls 
with reverse traps and on tanh Volume is reported by 
three concerns as being better than a week ago Job- 
hers likewise are doing a little better business 


Range Boilers 


Two manufacture report that jobber are asking for 
shipments against specifications, and that current busi 
ness is also a little heavier than it has been Makers’ 
prices are unchanged Jobbers are still prone to shade 


prices to get orders 
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Plumbers’ Brass Goods 
The unstable demand and the equally unstable pr 
situation which prevailed at the last report, appear ‘o 
continue on both cast and tubular goods. Neither the 


plumber nor the jobber is buying except for immediate 
needs 
Boilers and Radiators 
One maker reports a rush of orders that has gotten 
their factory behind on some sizes of radiation and on 


the 


This 


average 


boilers 
the 


smaller 
than 


concern appears to be more 


fortunate manufacturer, however, as 


demand is oftener characterized as merely fair. Prices 
remain steady 
- 
PHILADELPIA 
4 so ad i 
Very little change is shown in most commodities this 
week Although some jobbers state that they are today 


doing a larger volume of business than they were a few 


weeks ago, many sales are attended by very little profit 
subjected to shading by 


instances, following 


not 
makers, in 


Very few lines, if any, are 


wholesalers, with many 


suit 
increase 
the 


Contractors report, in isolated cases, a slight 
in work, but for the part business remains at 
low level maintained since the first of the year. 

Soil Pipe 
business as 


most 


Competition for such is being placed by 
jobbers who are filling in small gaps in their stocks, is 
keen, new sheets have been issued, 
makers in quoting prices which bring the 
down to, the level of 
sheet but Production is being cut down by 
whose stocks are piling up. 
Steel Pipe 
Steel pipe remains much as last reported, with a steady 


very and while no 


general are 


market and in some cases below, 


the last one 


some foundries, 


demand and firm prices from mills in effect. Shading 
of prices is current in jobbing circles. Deliveries are 
good 
Wrought Iron Pipe 
Mills are reporting very low volume of orders. Though 
makers’ prices are unchanged, jobbers continue to cut 
prices Prompt shipments are usual. 
Enameled Ware 
Manufacturers continue to report a big volume. Prices 
ire unchanged from makers, with shading common on 


sales by wholesalers. Most items can be shipped promptly. 


Specialties, on the other hand, are, as usual, subject to 


some slight delay. 
Pottery 
The week brought a price rise on staple bowls from 
one maker, who a few weeks ago reduced prices. The 
larger potteries continue to report a good volume of 
business Prices from jobbers still fluctuate. Prompt 
shipments are customary with most makers, although 


there is an exception 

Range Boilers 
demand continues, no such volume as 
obtained a few weeks ago is now in effect. August sheets 
prevail with manufacturers, while shipments are prompt 


Though a fair 


Plumbers’ Brass Goods 


This commodity is still marked by a low volume of 
business, and unstable prices, both from makers and 
iobbers. Deliveries are good. 

Boilers and Radiators 
Some manufacturers report that business has picked 


Others still fee! 
Shipments are 


up a little during the past week or so. 
a lack of activity. Prices are unchanged. 


good 
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rice NEW ENGLAND eee 
r to , ; Heaviest standard tank fittings made 
the Business continues to show a gradual improvement 
ia Prices as a whole are fairly steady with some advances 
noted in some of the commodities A great deal of fig- 
ring is being done and many new jobs are coming on im | THE 
—_ the market. Most of the buying is still for immediate 
on use rather than for stock or future needs INDIANA 
ae Manufacturers are beginning to get releases against 
x old orders on file and are daily entering new busi 
i ness, most of which is for small filling-in lots, and the BRASS COMPANY 
velief that conditions are steadily improving is shown 
the actual orders received. Frankfort Indiana 
The spring season, as a whole, has been one of dis 
ippointment to most of the trade, since the active busi : . ‘ 
ness that was anticipated did not come along and the Largest exclusive producers of tank fittings 
this ymbination of labor troubles, cold weather and heavy 
iio tocks in hands of dealers all tended to create the present 
Bow quiet spell. With the actual opening up of activity now 
fit seen, the confidence of the trade is being rapidly restored 
-_ Labor is pretty well absorbed at present and there is 
ing practically no unemployment in the New England region 
Building permits for all classes of construction are being 
issued in good numbers, banks have granted many loans 
— and, at last it looks as though good business conditions 
the and confidence in the market had arrived 
Soil Pipe 
A good movement of this commodity is announced by | Cleans and § 
by hoth manufacturer and jobber. Jobbers’ stocks have | 
, is heen reduced so much in many instances that new buy- | 
led, ing has been necessary Manufacturers are well stocked 
the and are making prompt shipments. Jobbers are keeping 
of stocks well assorted and filled by incoming shipments. | 
by The conditions in this commodity are most encouraging. | The Chamberlain Company. 
Prices are firmer Chambertein Co, Ltd.. 50 Church St., Toronto, Ont. 
Steel Pipe 
ady No change in price. The demand by the trade shows | 
ing a slight increase with jobbers carrying well assorted TraneTraps 
are stocks. A good movement is reported by the mills as : 
well as by jobbers. Orders are being filled promptly Fourteen corrugation bel- 
Mills report a good volume of new business. lows. All popular sizes and 
igh Wrought Iron Pipe si tl Raga tig 
cut A fair demand on the jobber by the trade. Jobbers Any pressure to 25 pounds 
are carrying well balanced stocks and meeting all de- and any vacuum to 15 
mands promptly. Mills report an increase in business inches without special ad- 
ices during the last two weeks. Prices have not changed. | ee ae 
on Enameled Ware | Trane Bulletin 6B. 
tly. There has been a better demand on the jobber for | ” mai 
to this commodity recently than for some time past Prices The Trane Compa y 
have not changed. Stocks in hands of jobbers and manu- | 
facturers are ample for all business received. La Crosse, Wis. 
arn Plumbers’ Brass Goods 204 Cameron Ave. 
rhe The market on this commodity is weak. Many prices 
of are being quoted on the same grade of goods and the 
npt competition is very keen. Some jobbers have been com- | 
igh pelled to change from a good line of brass work to one 
of a more competitive type or to sell at a loss. 66 EAFCO’”’ 
Pottery 
aes The drop recently made by one of the large potteries 
ne on staple closets and china tanks which was followed Trap Screw Ferrules 
soon after by some of the other potteries was not pro- | ony Be Receding 
ductive of an increase in demand and consequently the fitting threads, specify ‘Eafco” when you 
reduced prices were recently withdrawn and the former order from your jobber. Made in a variety 
a higher prices substituted. Pottery therefore can be said i cokinn sae ae pons 
to have advanced. The demand is fair but not heavy. trated) is the New Style New York Regula- 
Many of the potteries have a good volume of business A-24 jr saline p Blt hen Renee tan 
ahead while others are quiet Jobbers are well stocked : 
<7 und até sectian 6F demandes WHR promotnens THE EASTERN FOUNDRY COMPANY 
eel Main Office and Factory: Boyertown, Pa. 
Range Boilers PHILADELPHIA, 940 Drexel Bldg. | NEW YORK CITY, 50 Church St. 
are 4 fair demand but not heavy seems to be the general BOSTON, 432 Rice Bldg. SAN FRANCISCO, 623 Larkin St. 
le There has been no price change Jobbers and 














A Human-like Armature Winding Machine at the Plant of 


The Duro Pump & Mfg. Co. - Dayton, Ohio 











PIERCE, BUTLER & 
PIERCE MFG. CORP. 
L Makers of 
GooD BOILERS AND 
RADIATORS 


BRANCHES IN ALL PRINCIPAL CITIES 


GENERAL OFFICES 


41 EAST 42nd STREET -:- -1- NEW YORK, N. Y. 
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Armstrong Bros. 


‘1 PIPE VISES 


IMPROVED 
DESIGN 







GRIP TIGHT—STAY RIGHT 
Write for Free Catalog 


ARMSTRONG BROS. TOOL CO. 









































323 N. Francisco Ave. - Chicago, U. S. A. 
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Made of Castex Whitest Vitrified China 
Possibly “ Morseal” is the only 
Wash Down Closet for You? We o 

It is Cleaner es 
Have You Thought About It? % 8 { . 


CHICAGO POTTERY CO. 
1924-40 Clybourn Ave. a 
CHICAGO 
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manufacturers are carrying stocks that are complete ar 
well assorted and business entered is being taken care of 
promptly 
Boilers and Radiators 

maintained at last published she 
fair demand for prompt and good bu 
Stocks in hands 
of jobbers and manufacturers are well filled and there is 
prompt when required 
being done in this line show 


Prices are being 


with a shipment 
ness for deferred delivery being placed 

no difficulty in getting delivery 
\ great deal of 
in others that good business seems to have arrived 


Price Changes Recently Announced 


figuring is 


Ing as 


Lead pipe, pig lead, drawn lead traps and bends were 
idvanced approximately 5 per cent during the week 
“ ‘ 
PACIFIC COAST 
d in & 
Coast business as a whole, continues good and with 


prospects encouraging. Real estate transactions indicate 


that hutiding will keep up its present volume for some 
time to come In some of the Coast jobbing centers a 
light falling off of new business has been noted as there 


still seems to be a tendency on the part of both the dis 
tributor and the plumber, to hold off purchasing material 
until actually required. 

on all lines to the trade are holding firm 


Jobbers’ price 


and there is at the present time no indication of any 
price cutting whatever 

Soil Pipe 
in the demand for this commodity, 
which, taken as a whole, Most distributors’ 
ample and in condition to take care of present 


trade are 


There is no change 
remains fair. 
stocks are 
requirements Jobbers’ prices to the closely 
following replacement costs. 

Steel Pipe 


for this commodity as a whole continues 


The demand 
cood. Jobbers’ stocks are in good shape and prompt ship- 
ment can be obtained on practically all sizes of pipe from 
Prices to the trade remain unchanged. 

Enameled Ware 
This commodity is moving fairly well. 
deal factories and 
warehouses for which they can get 


the mills 


Jobbers are de 


pending a great upon local manufac- 


stock, from 
notice of any reasonable quan 


turers’ 
delivery on short 
prices to trade remain unchanged. 


prompt 

tity Jobbers’ 
Pottery 

The demand for this commodity, taken as a whole, is 

fair. There is still more or less second quality ware being 

offered to the trade through other than the regular source 

on practically all patterns 


of supply Prompt shipment 


can be procured from the Coast potteries as well as from 
eastern potteries. 

Jobbers’ trade are following re 
placement costs, and during the last few days there was a 


prices to the closely 
reduction in the price on staple ware in some of the Coast 
jobbing centers. 
Plumbers’ Brass Goods 

The demand for this commodity as a whole, remains 
More material of the better quality is being sold 
The quantity and quality required governs the 
of the jobbing 


good 
every day 
prices on this commodity in most Coast 
centers 
Range Boilers 

This commodity is moving fairly well and distributors 
as a cule, have ample stocks and find no difficulty in ob 
taining prompt shipments from either Coast or 


factories. 


eastern 


» 
ade 


The Metal Market Report will be found on page 











SPECIAL TRAINS WILL CARRY DELEGATES TO 
NATIONAL CONVENTION 

Final arrangements are being made for the trains 
which will carry delegates from Chicago to the National 
convention of master plumbers at Portland, Ore. Two 
trains will leave at 11 a. m., June 17, from the Chicago 
& Northwestern railroad depot at Madison and Canal 
streets, Chicago. The presidential train, headed by John 
J. Vogelpohl, Cincinnati, National president, and includ 
ing about 125 delegates from Ohio and eastern points, 
will start 10 minutes ahead of the Chicago special. The 
latter will be headed by President Joseph W. Cannon, of 
the Chicago association, and will include about 100 dele 
gates from Chicago and Illinois and neighboring states 

Both trains will run over the Chicago & Northwestern 
and Union Pacific to Denver, and Denver & Rio Grande to 
Colorado Springs and Salt Lake City Time will be al 
lowed for side trips to Pike's Peak, Cave of the Winds 
and Garden of the Gods. The route to Salt Lake City 
runs through the Royal Gorge and a half day will be 
allowed at that city to visit the famous Mormon Temple 
The trains reach Portland on the morning of June 22 

Reservations for the Presidential special should be 
made through the executive secretary of the National 
Association of Master Plumbers at 4125 Hamilton ave 
nue, Cincinnati, and for the Chicago special, through 
Peter M. Munn, 111 North Dearborn street, Chicago 
On the latter train, all drawing rooms and compartments 
are reserved, but some lower berths are available. 


THE OFFICIAL PROGRAM FOR CALIFORNIA MASTER 
PLUMBERS’ CONVENTION 

Harry G. Newman and John L. E. Firmin, president 

and secretary, respectivelys of the State Association of 

Master Plumbers of California, have just issued the offi 

cial program for this organization’s annual convention, 

which is to be held in Portland, Ore., June 19, 20 and 

22. The program follows herewith: 

Friday, June 19: Ladies, delegates, alternates and guests 
will assemble, 10 a. m., in the auditorium of the 
Multnomah Hotel. 

State President Harry G. Newman presiding. 

Invocation. 

National Anthem—-Courtesy Mrs. A. J. Silva. 

Welcome—Mayor George L. Baker, of Portland. 

Address—Bart D. Coffey, state president, Oregon. 

Address—C. J. Kelley, president, Portland M. P. A. 

Preliminary session concluded, the assemblage will be 
dismissed. Adjournment. 

Afternoon session will resume business. Adjournment. 

‘aturday, June 20: Regular order of business to be re- 

sumed and continued, subject to will of the con- 

vention. 
londay, June 22: Regular business resumed, subject 
to will of the convention. 


\ddress National president. N. A. M. P., John J. Vo 
gelpohl 
Address—Wm. J. Woolley, general manager, T. E. B 


Address Mr. Nicol, of Oregon’s A. C. College Topic, 
‘The Training of Bovs Vocationally 


Adjournment Sine die 


PORTLAND CONVENTION COMMITTEES PLAN BIG 
ENTERTAINMENT 

Great doings are being planned for all delegates and 
guests attending the convention of the National Associa 
tion of Master Plumbers and the Women’s Auxiliary, on 
Friday, June 26 The entertainment and reception com 
mittees and the entire membership of the Portland Asso 
ciation are urging all visitors to be sure and extend their 


stay to enjoy the Columbia Highway trip and picnic at 





General arrangement committee for the Convention of the 





National Association of Master Plumbers in Portland, Ore.— 
Standing: UH. 'T. Sherriff, executive secretary; Stephen Pollitt, 
ittee; T. J. Rowe, secretary 





chairman of the publicity com 
of the Portland Association and chairman of hotel committee; 
Charles Fullman, secretary of the state association and chair- 
mittee; Kdward P. Murphy, chairman 





man of the general ¢ 
of the program committee.—Seated: C. J. Kelley, president 
of the Portland association and chairman of the convention 
Il committee; Bart D. Coffey, president of the state associa- 
1ent committee; Fred 









tion and chairman of the entert 
DeTemple, chairman of the reception committee; C. S. W hit- 





comb, vice-president of the Portland association and chairman 
of the automobile committee, and J, R. Widmer, treasurer of 
the Portland association and chairman of the railroad com- 


Bonneville Park, where one of the largest salmon _ fish 
hatcheries in the world is located. Millions of salmon 
eggs will be waiting to be entertainingly transformed 
into millions of tiny salmon The Columbia Highway is 


one of the most scenic drives in the world 
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TWO CALIFORNIA ACTO ROUTES TO PORTLAND trophy is to be kept in competition until won three tim 
OUTLINED by one member 
Vv oP. Go , n of the Automobile Committee of Mr. Stevenson had donated a silver cup for the ops 
the San Bras I; oe eae sa _ ing and from the Class A players competing, Charles | 
nounces that near forty machine will make up the Herbert with his gross score of 92 and net of 77 wa 
caravan from ¢ fornia to Portland for the National the successful contestant John J. Kratz was secon 
conventior nd a ere number of jation members A. G. Petersen headed the Class B players with a né 
will travel by train and boat core of 80, with Joseph W. Cannon second. John 
Two route have bee laid out for the motorists, one MacKenzie was at the top of the Class C group with 
to be a three d run, and the other to be for four days a net score of 79, with G. Albin Nilson second. H. B 
The shorter trip fi n at Redding. Calif.. the O'Donnell led the guests with a gross of 94. Blind 
i retirij i Pp « reaal ail 
first night; Eugene, Or h ond, and Portland, the hogey honors went to Joseph Carroll with 98 gross. 
third. The longer route will include Corning, Calif., the The various prizes distributed were well worth con 
first night hi pris Cal the second night: Rose petition, including carry-all bags, mashie niblicks, belt 
burg, Ore th 1 night, and Portland, the fourth and sweaters, as well as a golf ball for the leaders ir 
A number of 1 } from the outhern part of the ach flight John J. O’Shea, chairman of the golf con 
tate will meet the Bi: visti caravan at Sacramento Mittee, distributed the prizes at the dinner which cor 
ind Oakland luded the tournament. 
- Individual scores follow 
CHICAGO MASTER PLUMBERS OPEN 1925 Hand Handi 
GOLF REASON “ro ap Net Gross cap Net 
OT, SEASO ( 19 si) 89 i Stevenson 90 14 
Chic her id tl r fir ‘ f tourn i. Taff l 40 110 H. P. Reger 106 22 ' 
nt the Olvnmia Sields Coant: Fadi 40 121 J. Carroll 98 14 84 
; ateatabs oe — it 1 35 100 Henry 
Club or \J Inels n eather n the early morn \ 12 88 O'Callaghan. .100 13 § 
ng held dow i tendant but mber of th Chellborg 1 33 92 R. ©. Flinder 99 9 ) 
I) I. Ic. Pearson..169 40 129 
Harris 167 40 127 Cc. W. Alcock .121 28 
R. Locki 132 40 92 4. 7 
I I I d 110 2 87 Fitzsimmons .122 sO ’ 
Hf her 119 26 93 A. J. Farwell. .124 35 SY 
\ nSie rt.136 40 96 Hf. B. O'Donnell 94 18 
Sa 1 114 22 92 W. J. Schutz 101 20 
H Ye I 11 lf 95 R. V. Sawhill..115 30 s 
J.S. MacKenzie.119 4() 79 C. E. Beery 106 23 
\ ¢ | ! mn. 108 ® Thomas P 
( e J Wade 100 22 78 
he iu 180 4 140 J.J. Krats 97 15 82 
\ Cant 121 6 8h ( P. Herbert 92 15 
( ! \ J. J. O'Shea 104 16 8 
I) r 126 4 92 W. F. Knauss.128 40 S 
MoM 121 30 91 








The next 


tournament 


will be held on July 20 





The Salvation Army will build a swimming pool and 
wading pool at its Fresh Air Camp four miles from 
H. ©. YVelton, J. 8S. Mackenzie, ©. W. Aleock and Frank Pear- Independence, Mo Frank L. Bynum, divisional dire 
at the opening golf “nt, © 20, » Plumbing ' A . 
son, at the opening See Geaeneeene Iny ‘ of the Plumbing tor of the home service department, is in charge. The 
Contractors’ Associntion of Chicage : - as : 
camp is to be opened in June. The pool will be 25 by 
60 ft. in size 
Plumbing Contractors’ Association of Chicago and guests a a 
matched their kill on the fairways Ideal weather con P : . 3 a . a 
MILWAUKER PLUMBERS VISIT KOHLER PLANT 
ditions prevailed during the afternoon and helped = in 
making the tournament highly successful A group of master plumbers and their apprentices in 
A. PB. Martin, resident manager of the Kewanee Boiler Milwaukee, Wis., recently visited Kohler, Wis., for a tour 
(o., had donated an association trophy which is a bronze of inspection of the Kohler Co.’s_ works. They were 
figure mbo ctor Stevenson with a net nown through the plant, and after being entertained at 
score of 76 and a gr of 90 won this trophy, his score Iuncheon by the company at the Kohler Club, were shown 
being highly creditable over the difficult course This about the beautiful town. 


Plumbing 


apprentices 


from 


the 


Milwaukee 


Training School and 
at Kohler, 


Vocational 
to Kohler Co.'s plant 


Milwaukee 


Wis. 





recent visit 


Master Plumbers on a 
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NEW YORK CHAPTER OF A. 8S. H. & V. HOLDS 
ANNUAL PLAY NIGHT 

The annual play night of the New York Chapter of 
the American Society of Heating and Ventilating Engi- 
neers, was held at the Building Trades Employers’ Club 
in New York City on the evening of May 18, and no one 
who was present could have accused the party of being 
dull or prosaic. One of the features of this annual 
dinner and entertainment was the absence of speeches or 
any business. The only person who tried to violate the 

no speech” rule was Past President W. J. Olvany, pre- 
siding for the last time, and he was promptly voted 
down, holding the floor only long enough to tell a couple 
of anecdotes. 

After a splendid dinner had been disposed of, the 
Harrington troupe of entertainers took the floor. Their 
acts included singers, players, dancers, story tellers and 
a novelty act, so that there was something to interest 
everyone present. 

This was the last meeting of the Chapter until Fall, 
when regular business meetings will be resumed. 


NORTH HUDSON ASSOCIATION MEMBERSHIP DRIVE 
SUCCESSFUL 

The North Hudson (N. J.) Master Plumbers’ Associa 

tion reports good progress in its drive for a membership 

of one hundred. Another new member was admitted at 

the last meeting, bringing the total membership to 85 

Secretary W. T. J. Orriss expects another 30 days will 
see the successful close of the drive. 


S wimming - “Pool News 


The Long Beach Shore Club, Long Beach, Calif., is 
soon to begin construction of a club house, which will 
include a swimming pool. 

The Y. M. C. A. of Glendale, Calif., is having working 
plans prepared for a club house, to include a tile swim- | 
ming pool and showers. 





Harry H. Culver is about to begin the construction of 
a 30x60 ft. concrete and tile swimming pool on Hughes 
avenue, between Venice and Washington boulevards, 
Culver City, Calif. 

The Ocean Park Realty Corporation, Ocean Park, Calif., 
has taken over the Ocean Park Bath House, and will tile 
the swimming pool. 





Old and new bathroom equipment exhibited at the Better 

Homes Show, recently held in Bradford, Pa. This exhibit was 

arranged by the Bonchard Plumbing Co., The A. D. Burns Co., 
W. H. MeQuilkin and F, C, Patterson, all of Bradford, Pa. 
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RADIATOR H HANGER 


LLOWS easy cleaning under ra 
diators. No obstruction. No 
stooping. No hot legs to mar floor 
fiinish 
Write for ALL the advantages 


HEALY-RUFF CO. 


770 Hampden Ave. 
ST. PAUL 33 MINN 


Style R 





Makes an automatic storage gas water heater of any 
heater and range boiler. 


Absolutely positive. 
Endorsed by leading engineers. 
Used exclusively on Sands Storage Systems. 


Ask your jobber or write for folder. 


The Sands Mfg. Co. - Cleveland, Ohio 





UNCONDITIONALLY GUARANTEED 
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PNEUMATIC—STORAGE-—SPECIAL 
Black or Galvanized 
The Novelty Steam Boiler Works Company 


Factory, 917-929 S. Howard St. BALTIMORE, MD, 














Hinges of the Better Kind 





Number 19—Special Light Bar 


Grand Haven Brass Foundry, Grand Haven, Mich. 
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The Western Beach Club, Palisad Del Re Calif., i 
about to begin construction of club hou wit} 1 20x10 
ft vimming pool 


PHILADELPHIA MASTER PLUMBERS DISCUSS 
TRADE PROBLEMS 


An interesting and spirited di on 1 rding son 
f the problen of the trade was tl feature of meet 
ng of the Master Plumber Association of Philadelphia 
on Thursday evenir Ma After President John A 
Quinn had called the meeting to order nd tl regular 
I ne had been completed Which included the elec 
tion of Martin J. Morgan to a vacane on tl Board of 
1) ectors, th nin Nia xiven over to a discu Ion oO! 
the ituation brought about by the ale of plumbing 
goods dire to consumers by others than licensed plumb 
! 

Before the tin ended, another ibject came up for 
d ion, n the question of the charge of $50 
heing exacted in ome instance from the bidder = on 
publ Wor for plar ind pecification The actual 
ob discussed was the proposed Municipal Stadium 01 
to be erected in Philadelphia, on plans for which the 
hoy Charge had been fixed, the architects’ excu be 
ing that th harge kept o undesirable bidders to 
great exten and reimbursed them in a me ire for the 
work and expense involved in preparation of the plan 

The plumbing industry in Philadelphia, together witl 
three other allied industries consider tt charge un 
necessary feeling that the architect hould make an 
allowance for t} work in his fee, and Robt. H. Pflu 
Felder, secretary f the Philadelphia Association, read 
a resolution in protest, which on the following day 
mailed to the offices of the daily papers for publication 
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Plumbers Brass Goods 
of Proven Value 


When you order ENTERPRISE Basin, 
Bath or Sink Cocks, you know exactly what 
you are getting —- Brass Goods that are 
correctly designed, mechanically perfect and 
reasonably priced. The kind that will give 
good service years after they are installed. 


You will find it decid 
edly to your advantage to 
for ws a 










write Catalog 


showing the complete line 
of Enterprise Brass Goods 
Then, 
jobber 


order from your 


















MMAR TDA Cas 


ENTERPRISE 
BRASS WORKS 


Muskegon : Michigan 
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FIRST BASEBALL 


CALIF., 
‘ vyala d in 
I ' ra) rie 


Marker, Mueller Co., and J. Myers, of ©. W. Abbot Co., bat- 
r) for the Salesmen'’s team; Walter Gray, George 
(behind), battery for Master Plumbers’ team 

nner b core of 23 to 21 It was not dec 
hether eredit for winning the game should go to 
eman Newman of the M. P. A. team, who scored 
in or to Captain Finzel of the same team. 

Hari Varker, of the Mueller Co., pitched for the loser 
id strueh t the first three men to face him, after 


GAME 


IN 


SERIES 
Oakland 
of three 


h pionship of the city wa 

f member f the Oakland, A 
ter Plumber Association and 
f Plumbing and Heating Sale 
ff good pitching, fielding b 
umpire baiting, the master 
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Rubber 
Seated 
Valves 


_ . 
The rubber seat on the valve 
makes for absolutely 

! 
valve and eliminates all need for 


stem 


an tight 


grinding. It is the water pressure 
that holds the valve stem close to 
the seat, and not the float 

The Advance Ideal requires no 
attention or maintenance, and 
operates on city water pressure 
Easy to install too. All working 
parts are above water. Two sizes 


No. |, capacity of 200 to 300 and 
No. 2, 400 to 600 gallons per hour, 


depending upon the pressure 


J. A. ZURN MFG. CO. 


Manufacturers of a complete line of plumb 
ing specialties in cast iron and brass 


Erie Penna. 


Warehouse 1624 S. Clark St., 
Chicago, Ill 
BRANCH OFFICES: NewYork, Phil 
ade'phia, Pittsburgh, Los Angeles, 
San Franciaco, Seattle, Portland, 
Montgomery, Ala., Montreal, Can. 


— = 





Fig. D-18 
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Advance Ideal 


Automatic 
Cellar Drainer 
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struck out was catcher Stoddard, 
Meyers, of the 


when the 


man he 
salesmen’s 
latter stole 


A. team Catcher 


nocked out by Finzel 


third inning. 





RnR. W. 
J. Meyers, ©, 


Onkland, 


Walter Gras 


Potter, 


Cabral, R. W. 
Merrill, 
Salesmen'’s team 


Co.; 
all of 


Kinney 
Grinnell Co., 


Crane Co.; J. E. 
W. Abbot Co.3; N. J. 


players on the 


pitcher for the M. P. A. team, had a 


slight edge on his rival. He walked only 12 men, hit 
only four, and allowed only 24 hits 
L. J. Kruse, left fielder for the M. P. A. team, made 


the feature 
The total 
will decide t 


treated to 


feo, H. Jeffr 
Moylchreest & 


mannger of the ©. A. B. M. P. Aw; F. B. 


Sa 


a dinner 


catch of the game by catching a long fly. 


number of runs scored in the three games 


he winners of the series, and they will be 


by the losing team. The second game 





jes, Richmond Sanitary Co.; EF. R. Mylchreest, 
Sunkler, Onkland; V. A. Edgeworth, business 
Gilger, Richmond 


nitary Co., bookmakers for the game 


vill be played as soon as the players have rested from 
labors of the first 
Lineups of the teams: 
i. 2 A ij ?. Bs 
p Stoddard . p 
M r c (ray c 
re lb Newman Ib 
2b Finzel 2b 
ss Murphy ss 
0d 3b Padroni 3b 
ngehan If Kruse If 
ds &, Merril rf Ranki rf 
f (ook f 
\ ( mbin ns} tor th t f 
Oaklane 
American Legion Post, of New Ulm, Minn., is 


t to have 


plans prepared for a 75x150 ft. swimming 
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Write for Bulletin 21 


ILLINOIS ENGINEERING COMPANY 
| Robert L. ¢ Incorporated 1900 


Branches and Representatives in 40 Cities 


sifford, Pres. 


CHICAGO 
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GRANITINE 


Laundry Trays 


are guaranteed 


Sanitary and Durable 
Reinforced and Attractive. 
Inexpensive and 
Well Crated. 

Easy to Handle. 

Is the GRANITINE trade 
mark on the trays you buy? 


Factories in Chicago 
Cincinnati and Omaha 
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PABST NIPPLES 


Ask the men who use them! 


Try a lot of Pabst Nipples the 
next time you order and ask your 
men what they think of them. 
They’ll tell you that they are easy 
to start and they stay tight. They 
cost no more than others. 


FRED PABST CO. MFRS. 


917 Chestnut St., Milwaukee, Wisc. 















The Combination You Are Looking For 


The WADE Cellar Drain 
Flushing Cesspool with 
Brass Back Water Gate 
Valve, mects all the re- 
quirements of health or- 
dinances Accessible 
cleanout. Trap has deep 
water seal which protects 
against sewer gas. Posi- 
tively prevents flooded 
cellars. 





Makes good on any job. 
Ask for Catalog “*B”’ 


WADE IRON SANITARY MFG. CO. 


551 W. FULTON STREET CHICAGO 


Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply. 


Water Closets for every type or class of 


service. 
Write for catalog. 


Frost Proof Closets. Direct flush 
Philip Haas Co., Dayton, O. 


Easy to install. 























or after flushing. 














You Can’t Beat The 
SQUARE BOSTON GREASE TRAP 


Only ten inches in height, it 
can be easily installed under 
kitchen sinks and is just as 
efficient and casy to clean as 
our famous Round Boston 
Grease Trap. Send for catalog 
showing complete line 


R. Estabrook’s Sons 


Ist and C Streets 
SOUTH BOSTON - MASS. 
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CALIFORNIA MASTER PLUMBERS FORM CREDI! 
ASSOCIATION 

of Sacramento and Stockton, Cali 
have been active in the organization of a Building Mat 


Master plumbers 


rial Dealers’ Credit Association in their cities. This 
organization, which is recognized by banks and loan 
terests of the communities, practically clears the field 


of the speculative builder and the financially irresponsi- 
ble builder. The plan has attracted state-wide attention 
and plans are now being consummated for the formation 
of similar associations in San Jose, Palo Alto and Marin 
County. 





THATCHER CO. ENTERTAINS NEW JERSEY MASTER 
PLUMBERS 


At a recent meeting of the Master Plumbers’ Associa- 
tion of Montclair, Bloomfield, Verona and Vicinity, the 
Thatcher Co., of Newark, N. J., showed a series of pic- 
illustrating the manufacture of boilers, furnaces 
and ranges, and gave the master plumbers a very good 
description of the manufacture of this class of material 
The interesting and instructive, and was 
enjoved by all in attendance. 


tures 


program was 


ALTO, CALIF., ADOPTS HOOVER 
PLUMBING CODE 


the Palo Alto, Calif., Master Plumbers’ 
Association won their fight for the adoption of a 
modern plumbing ordinance in their city. W. H. Graham, 
past state president of the Master Plumbers’ Association, 
and ©. C. Newkirk, field secretary drew up the ordinance 
and presented it. It was adopted by the council com 
mittee and finally passed without a dissenting vote. 

The new ordinance is of particular interest, because it 
first one in the state of California to be drafted 
along the lines of the codes suggested by Herbert Hoover 
to the Federal government, and it was the home town 
of Mr. Hoover which adopted the code. Mr. Hoover still 
maintains a residence in Palo Alto. 


PALO 


Members of 
have 


is the 


MO., ASSOCIATION ENTERTAINS 
NEW MEMBERS 


The Springfield, Mo., Association of Master Plumbers 
entertained in honor of the new members and their wives 
last Thursday evening at the Commercial Club rooms in 
that city. An original guessing contest prepared by Mrs 
Harry J. Schuerer taxed the skill of the contestants and 
much fun. The answers to a list of questions 
were on display and were fittings which are in everyday 
use in every plumbing shop. Mr. and Mrs. C. E. Cook 
were awarded the prizes. Mrs. Chauncey D. Dunlap and 
Mrs. Harry J. Schuerer were in charge of the evening's 
entertainment. After an hour of dancing refreshments 
were served. 





SPRINGFIELD, 


TWO FLORIDA PLUMBING 
VALUABLE 


At the recent Florida State Convention of Master 
Plumbers the following prizes were awarded to members 
of the night school classes in plumbing held in Jackson 
Fla.: First prize—-pipe threader, donated by the 
Mott-Southern Co., won by A. Watson; second prize 
caulking the Bowlin Plumbing Spe- 
cialty Co., while B. Hayder received 
honorable mention. 

These classes were held under the new Smith-Hughes 
Act, and were conducted by John A. Walker, of Chap- 
man-Walker, Jacksonville, Fla. 
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Women’s Auxiliaries 


National Auxiliary Convention Program 
Mrs. Charles Fullman, president of the Portland, Ore., 
Women’s Auxiliary, will give the opening address at the 


first business meeting of the National Auxiliary Conven- 
tion to be held Tuesday, June 23, in the municipal audi- 
torium at 2 p. m. This will be followed by the invoca- 


tion by Bishop Sumner. 

Mrs. George Kendall, president of the Women's State 
Auxiliary of Oregon will give the address of welcome 
from her organization, followed by a response from Mrs. 
Howell of Kansas City, Mo. 

Catherine Enzie Black will give musical selections pre- 
ceding the ‘In Memoriam” services, during which trib- 
utes will be spoken by J. L. Murphy, of New York City. 
W. D. Dosher, of North Carolina, will render a solo, 
accompanied by Mrs. Beard of Portland. 

John J. Vogelpohl, president of the National Associa- 
tion of Master Plumbers, will tender greetings to dele- 
gates of the Women’s Auxiliary, and H. E. Longley, vice- 
president of the National Association of Master Plumbers, 
will speak on “Our Advisory Board.”’ Talks on the 
Scholarship Fund will be given by John J. Fee, A. C. 
Eynon, Samuel Wilson and James S. Cassedy. E. D. 
Hornbrook, past president of the National Association of 
Master Plumbers will address the ladies on “The Press.”’ 
Mrs. N. V. Roesche, of Shawnee, Okla., will present an 
essay on ‘‘Building the American Citizen.” 

Mrs. E. D. Hornbrook, president of the Women’s Aux- 
iliary of the National Association of Master Plumbers, 
will give the president’s report, after which the organiza- 
tion will adjourn until the second meeting on Thursday. 

Mrs. Frank Lasette will be toastmistress at the com- 
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Mrs. 
Mrs, 
Mra. 


Mrs. 


George Balme, Covington; Mrs. F. H. Seott, Louisville; 
J. H, Fleek, Louisville; Mes. T. FF. Clark, Sr., Danville; 
J. A. Roehig, Louisville; Mrs. C. Harpering, Louisville; 
J. J. Bosemer, Louisville; Mrs. Charles Whitehead, 


Frankfort, at the recent annual convention of the Kentucky 


plimentary luncheon to be given Tuesday noon, June 2 


Master Plumbers’ Association 


99 
Jo, at 


the Multnomah Hotel, at which time the Women's National 


Auxiliary will be hostess to delegates and friends 

The organ recital Tuesday evening in the auditorium 
will feature as the artists of the occasion Frederick W 
Goodrich, William Robinson Boone and George Bottoms 

Father George Thompson will offer invocation in the 
opening of the Thursday morning session of the Women’s 
National Auxiliary, to be held at 9 a. m. in the Port 
land auditorium Following this all committee reports 
will be heard, all annual business of the organization 











The TRENTON 
Tank Valve 











cess | 
$33 








Another item from a very 
complete line of superior 
Brass Plumbing Goods 
which can be relied upon to 
give permanent satisfaction. 





Protect your prestige as a 
master plumber by install- 
ing “Brass Goods That 
Make Good”—the TREN- 
TON Brand. They look 
better, work better and last 
longer. 
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Your Jobber 
Has Them 














The 


Trenton Brass & Machine Co. 
Trenton, New Jersey 


ose oes 
3t 33 


















































The 


CLIMAX 
Cellar 


Drainer 








Why use uncertain and costly water-proofing of cement, 
asphalt, tar, etc., when the CLIMAX Ce Nar Drainer is 
so positive, dependable and inexpensive? The CLIMAX 
is usually installed in the end; why try something else 
in the beginning? 





a5. 
EL OLIVER 
y 
BALTIMORE. MO. 
)) Catalog Pacific Coast Agents: 
ie” Wm. P. Horn Co. 


Rialto Building, 509 Wilcox Bldg., 
San Francisco, Cal Los Angeles Cal 


L. C. Smith Building, Seattle, Wash 
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INSTALL IT and FORGET IT! 
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Write more information about the profitable Pa 


Fort Wayne Engineering & Mfg. Co. 
Main Office and Factory 
Fort Wayne, Ind 


Water 
Systems 


Jor FARM & HOME 


1706 N. Harrison St 














No Roof Is 
Superior to 
Its Flange— 


Therefore, some PLUMBER is 
the father of every leaky roof. 


THE BULLARD ROOF FLANGE 


is acknowledged as the only PERFECT 
FLANGE by busy men who have made satis- 
fying installations. 


THE BULLARD SPECIALTY CO., Tiffin, Ohio 
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Johnson Burners 
make good 


Proven by twenty years’ success 
You get the benefit of our experience 


Simple to Install 
Burns the Cheapest Oil 


Plans and Directions Furnished 


Ask for late-t bulletin, No. 28D 
} —a valuabl- booklet describing 


tsted as Standard ! 
Underwriters Laboratories 


Johnson Improved Rotary Burner 
Type 22 for Heating Plan*s 
Main Office: 
S. T. JOHNSON CO. 
Oakland, Calif. 


Live agents Wanted 


940-950 Arlington St., 
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JOHNSON GAS LIGHTER 
FOR WATER HEATERS 


a Passing up quick and easy profits : 
it is like throwing money away 

4 Don't do it Sell a JOHNSON = 
" GAS LIGHTER with every 
ij} heater, equip all old ones. It is 
+ _ within the reach of everyone and 
' - you make double profit on each 
sale—one on sale—one on _ in- 
} stallation. The JOHNSON GAS 
/ LIGHTER is absolutely safe— 
j Underwriters approve it-——nothing 


to get out of order—fully guaran- 
teed. The RED RING on wall 
Diate gives positive indication as 
to gas being on or off. This is 
exclusive feature of the JOHN- 
SON GAS LIGHTER 

GET BUSY. Order from your 
Jobber today 


Johnson-Murphy Co. 
10226 Woodward Ave. 
DETROIT, MICH. 


_— 


Raising RED RING to 
hook on Wall Plate up- 
stairs, lights heater in 
basement Dropping 
RED RING sbute off 
gas. POSITIVE AC- 
TION 
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Auxiliary Plans Entertainments 


The Women’s Auxiliary of Portland, Ore., held a lunc 
eon at the home of Mrs. J. R. Widmer on Wednesda 
May 20, at which time plans already under way for tl 
entertainment of national delegates were more fully di 
cussed Doris Smith, who wrote the words of the bea 
tiful pageant ‘‘Rosaria,’’ to be given at the Rose Festiv 
in Portland the week of June 15, will appear on on 
of the social programs tendered the guests of the Au» 
iliary Her numbers will be dramatic selections an 
can well be anticipated as a rare treat, for so they ar 
regarded by all Portland folks Leota Stone, famou 
whistler, will also entertain the ladies with expressior 
of her art A group of Scotch songs will be a pleasin 
feature, and other artists of talent and cleverness wi 
be presented on various occasions 


Philadelphia Auxiliary Gets Traveling Hints 


At a recent meeting of the Women’s Auxiliary of th: 
Philadelphia Master Plumbers’ Association, William Hair 
of the Pennsylvania Railroad, gave a very instructiy 
ind interesting talk, going over the itinerary of tl 
coming trip to Portland in every detail, and forecastins 
the pleasure in store for those who are going to the 
convention Following Mr. Hain’s talk, Mrs. Hain read 
a very interesting letter from a woman travel exper 
giving advice, from experience, as to the sort of ward 
robe best suited for a trip of this type Accent wa 
placed on the advantage of traveling “light’’ and all wer: 
advised to stick to browns and tans as holding their ap 
pearance better through the dusty days of travel. The 
talk of both Mr. and Mrs. Hain did much to solve some 
of the questions that had already arisen in the mind 
of many regarding the trip 


CALIFORNIA NORTHERN COUNTIES ASSOCIATION 
FORMED 
of Chico, 


Associa 


of C. C. DeMarais, 
Counties Master Plumbers’ 
After working among the 
Williams, Willows, Orland, Corn 
Chico, Oroville Calif., for 
Newkirk, secretary, 
and 


May 5, at the home 
the Northern 


was formed 


On 
Calif., 
tion maste! 
plumbers of Marysville, 
Bluff 
weeks, C. C 


Colusa, 
field 
prospective associa 
attending the 
Willows, Wheeler & 
of Red Bluff; Fred 
Williams; Booth & 
of Marysville; D. F 
E. Shearer, D. R 
Chico. Frank Booth 
and C. C 
month 


ing, Red and 


several state an 


nounced the meeting night ten 


tion members met and organized. Those 
Wm. of 
Corning; Allen, 


of 


Seahorn, 
Allen & 
Sweet ( 


meeting were: 
of 
Roach, of 
Herboth, of Marysville; J. C. Wood, 
of Yuba City; R. W. 
and (©. (. DeMarais, 


Grimes, 


Colusa; 10, 


Brown, Gray, 


Camper of 


was elected president of the new organization, 


DeMarais, secretary. Meetings will be held once a 


and activities of the organization will be patterned after 


of the Coast Counties Association. 


those 


DATES OF THE NATIONAL TRADE 


EXTENSION BUREAU 


LECTURE 


The following lecture dates have just been announced 
the National Trade 


B. Joseph O'Donnell: 


Extension Bureau: 
1-15, Pittsburgh, 


by 


June Pa. 


V. L. Peavy: June 1-6, St. Paul and Minneapolis 
Minn.; June &, Minneapolis meeting; June 9, Red Wing 
Minn., and Winona, Minn.;: June 10, Rochester, Minn 
and Owatonna, Minn.; June 11, Mankato, Minn.; Jun 
12, Montevideo, Minn. 


Members of the trade in the above-mentioned cities ar 


urged to attend these lectures. 
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APPRENTICESHIP PLAN DISCUSSED BY 
NEW YORK MASTER PLUMBERS 


GREATER 


\ meeting of the 
ister 


members of the New 
held in the 
May 18, for 


plan that 


Greater York 


Plumbers’ Association was associa- 


n rooms, & Nevins street, Brooklyn, on 


purpose of discussing the apprenticeship 


hus been worked out by the New York Building Congress 
Francis Mahoney, head of the Apprenticeship Com- 
ssion of the Building Congress, laid before the meet- 


has done 
New 
new 


his organization 
Hle said that the 
is a comparatively 


an outline of what and of 


York Build 
organization 


ideals and hopes 


Congress, which 


ith a membership of over 1,500, has formed 76 ¢lasses 
2,376 apprentice students from the carpentry, paint 
and decorating, electrical, plastering and plumbing 
trades The last mentioned is only a few weeks old, 
but in the Borough of Queens there are 100 apprentices 


trending classes, 
Mr. Mahoney told 


willing to co-operate as 


that 
there are 


his audience organized labor is 


long as not too many 


instruction and 


material for 


method of 
better 


mechanics. He outlined the 
that he 
instruction than is appearing in Engineering”’ 
the title of “The and His 
The speaker explained that the apprentice signs an agree- 
ment with the which 
is of five years’ duration, and the only cost to the boy 
is $5, the clerical work entailed in keep 
his work. 

veteran 


stated knew of no use in 


“Domestic 


under Schoolmaster Class.” 


his employer to complete course, 


Which pays for 
ing the records of 


John J. Rogers, plumber of 


Mahoney, 


master 
who has worked with Mr 
100 that 
that 


Queens 
Borough, inaugurat- 


students in borough, expressed 


the 


ing the class of 


his satisfaction with progress is being made by 


these students. 

A free-for-all discussion brought out a number of 
good ideas, among them that a man applying for a 
license should be required to have had at least ten years 


‘was that a test of busi- 


the 


of practical experience, another 
ability 
master plumber’s license. 
that Mr 

in organized effort on the 
to promote 


ness should be included in 


examination for 


It was voted Mahoney's proposition, which is 
part of employers and employes 
through 


with 


good craftsmanship systematic 


the 


ap- 


prenticeship training, be taken up journeymen 


by the local associations. Each of the different appren 
tice groups is governed by joint committees on which sit 
an equal number of employer members and labor mem- 


he rs, 








Past 


State Presidents ©. KF. Troutwine, of York, Pa., and 
Christian Bachofer, of Reading, Pa., at the recent annual 
convention of the Pennsylvania State Association, held in 


Wilkes-Barre 
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Coolers Will Bring 2 
Summertime Profits | 


Hot weather is cooler fountain time. In- 
dustrial plants are big prospects for they 
tealize cool water for workers means 
better production for them. Sell them 
Halsey Taylor Cooler Fountains, the 
only fountains with automatic stream 
control and sanitary two-stream projector 
3 Write. 


The Halsey W. Tayler Co 
Warren, O. 


Automatic 
dhuam bontrol 








RAYMOND’S 
Lead Roof Flanges 


are not CAST—but made 
from DRAWN LEAD 


No Calking Necessary 


When ordering state SIZE 
and PITCH desired 


PRICES NO HIGHER than asked for IMITATIONS 
Use No Other 


RAYMOND LEAD WORKS 
735 So. Washtenaw Ave. CHICAGO, ILL. 














The Standard 
of Plates 














The No. 10 Plate is the result of the 
most careful designing and painstaking 
manufacture. The springs which hold it 
in place are carefully tempered, and it 
is famous for the brilliance and 
endurance of its nickel plated finish. 


The Beaton & Corbin Mfg. .Co. 


SOUTHINGTON, CON 
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ACME-DETROIT 


Double Laundry Tray Faucets 


The correct faucet for modern 
laundry jobs. Quick compression 
with lever handle and also fur- 
nished with a long spout for three 
part trays. Rough nickel-plated 
finish. Ground joint Brass unions 
for % inch I. P. connection. 





Lavatory Faucets, Sink Faucets, Drinking Fountains, Laundry Tray 
Faucets, Lawn Faucets, Sediment Faucets, Solder Nipples 


If your jobber hasn't our goods in stock write us, giving his name 


Acme Brass Works, Detroit. Mich. 


tative: Kessel & Muller, 150 Nassau St., New York 
Western Representations H. E. Crum, Jr., 400 N. Michigan Ave., Chicago, III. 
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Ww. O. Warlum and W., Y. Stewart, both of Denver, at the re- 
cent annual convention of the Colorado Society of Sanitary 
and Heating Engineers, held in Denver 


Bath a Day Movement 


We are entering upon June, the “Bath a Day” month. This 1 
to go into an effective campaign to bring “The Story 
of the Bath” before the school au 


thorities. By the end of the month the 
children will be dispersed for the sum 
mer vacation. See to it that when 
they leave school they take with them 
copies of “The Story of the Bath.” 


Simplicity 
Effici 
iciency Then it will go into the homes, it will 
- ene be read by the adult members of the family and will create 
Reliability greater interest in the healthful effects of frequent bathing, which 


in turn will have its effect upon plumbing needs. 


A icall 

utomatica yY VALUABLE means of pushing along the Bath a 

C ll d A Day Movement is being developed in the radio 
ontro € ; On the evening of May 14th, 


broadcasting station. 








KDKA, Pittsburgh, broadcast ‘‘The Story.” This is the 
Produced by a responsible powerful Westinghouse station Broadcasting was done 


through arrangements made by the Ruud Manufacturing 
and reputable manufacturer. W 
Company, whose advertising department saw the value 


of the publicity to be thus gained for the industry. It 
DEALERS might be mentioned, in addition, that the Ruud Manu- 
National distribution wanted, facturing Company is developing a campaign to be used 
and inquiries solicited from " ‘ es. lal sane which will be battt , i tl 
: j ' er es. whic , , , ' 
responsible heating contractors a ee a ae m 
bath a day idea in part. 
On July 25th the Oakland, Alameda and Berkeley Mas- 
ter Plumbers’ Association, and the California Sanitation 
Development League of San Francisco, will go on the 


Gill Manufacturing Co. 
8300 South Chicago Avenue, Chicago, III. air from the broadcasting station KGO, Oakland. The 
program will start at eight o’clock and will be comprised 
of talks by various members of both organizations, musical 


selections, and excerpts from ‘‘The Story of the Bath.” 


ee Masters and associations located in cities where there 
are broadcasting stations should not find it difficult to 
have this interesting booklet broadcast. Excerpts will 
be furnished promptly to all requesting them. These 
excerpts will provide a ten-minute reading, which is about 
the limit of time which will be allowed anywhere. 
June presents too great an opportunity for master 


plumbers to overlook. Interest in the Bath a Day Move 
automatic ment will be nation-wide. The commencement of the 
outdoor season, and the warm weather, combine to make 
ee bathing more frequent. It is the logical time to call the 
Oil Burne> convenient features of modern plumbing to the attention 
of the publiic--—-showers, water heating equipment, et 

Take advantage of the new advertising medium—the radio 


to broadcast vour message. 











May 30, 1925 DOMESTIC ENGINEERING 95 





BOILER SE-MENT-OL 


Repairs - Cleans 
Protects 


Cast Iron and Steel Heating 
Boilers 


REDUCE YOUR COST 
LIST PRICE 
1 Quart §$ 4.00 each 
% Gallon 7.50 each 
Gallon 14.00 each 





THINGS TO WRITE YOUR CONGRESSMAN ABOUT 
For the convenience of those who have the habit of writ 7 $ 





ing their congressmen and saying, “There ought to be a 
law,” we suggest the following topics Just keep this issue 
Pipe Lines by you, and when you run out of topics, refer 
to it These are burning questions and, naturally, the longer 
they burn the hotter they get | 




















First let us set down a piece of advice. Don't get - ‘ Ask your jobber for the discount 
the habit of writing to your congressman in a respect \ A The Northwestern Chemical Co 
ful tone. Remember that he is your servant—he MARIETTA, OHIO 





always says so himself in his campaign speeches—and 





that you are paying his salary, A little sarcasm will 
probably be found effective in getting action from him. 


Don't BeContent 


With Ordinary Roof Flashings 


Call your congressman's attention to the fact that, now 
Spring is here, the birds commence to sing at an unholy | 
hour of the morning. There really ought to be a law, called 
“4 bill to provide an eight-hour day for sparrows, robins, | 
meadow-larks, bathroom Carusos and the lady next door 
who thinks she has a voice.” They oughtn’t to be allowed 
to commence singing until a fellow has left for the office. 


Specify and Use 
the Reliable 


“SIMPLEX” 


Made in 


. All Lead—Copper —Galvanized 
This matter really ought to have been taken up ron 
during the last session, because it’s most noticeable Every Flashing Adjustable 
in summer. Anyway, write your congressman and 


tell him that there ought to be a law governing these wh \ 
sparking sheiks who park their cars on the street SEO — Manufactured only by 
until two or three A. M. and then awaken the echoes 


by racing their motors before driving off. Ask him SIMPLEX MFG.COMPANY, 213 W. Austin Ave., Chicago 


to see that legislation is passed providing that every Rollin C. Wilson, Direct Factory Representative 
exhaust be provided with a mechanical music roll to 7 E. 42nd St., New York City 

play “Home, Sweet Home,” or “Sleep, Baby, Sleep.” 
At least let us wake up to music 


Every Flashing Perfect 











Another pressing matter which*the fathers of families are | INSURAN( E 
| | books ts bill 


united in hoping to see placed on the statute is a 


providing pensions for “disabled fathers, where disability 1s AGAINST FLOODED BASEMENTS 


Where the Signet Drain is installed there can be 












caused by stepping on tacks, falling over chairs, or running no back water. 

into open doors, provided that the father shall, at such time as | | A perfectly reliable trap that automatically 
‘ a : : keeps out sewage, 

any one of these things shall happen to him, be carrying a child gas and germs. 


under two years old in his arms.” Double pension to be granted 


2a 





where more than one of these things oceur on one night. 


Always works. Noth- 
ing to get out of order. 
Brass working parts 
submerged 


Another burning need is a law to provide effective means 
of silencing the talk of radio fans, amateur traflic experts, 





Pat. Dec. 3, 1914 


golf fiends, baseball! statistical gatherers and proud par 


ents who brag about their children, provided, further, that F The Signet is clean, 
such persons may be haled into court, there to receive sen- Write for sanitary, simple, dur- 
details able and efficient. 


tences varying from one month to one year, depending upon 


the number of convictions previously obtained Solitary 
confinement to be provided for those who indulge in more CRAMPTON-FARLEY BRASS CO. 


than one of these matters for raving.” KANSAS Cart; MO. 











If your congressman makes a practice of shaving, write 
him about the disposal of safety rasor blades. No use, 


of course, writing him if he hides behind one of these 


large haty mattresses, like J. Hamilton Lewis. There really B th D 
ought to he legislatt m1 provided to rid the poor, unl uc ky a a ay 











q 


Helps 


chap who has a collection of a couple of hundred blades, Bath a Day Slogan Cuts. For use in news- 

of his burden. For instance, why not have government paper advertising. 45c each. 

stations established where they could be turned in? They ‘The Need of Frequent Bathing.”’ 12-page 

could then be sent to one of the arsenals and he made a booklet, to enclose with letters, $1.85 per 100. 

part of shrapnel shells. Then a good gunner could humil- ‘The Story of the Bath.”’ 32-page booklet, 

iate the enemy by well-placed shots, shaving off the impe illustrated, for schools, clubs, etc. Single copies, 

rial moustaches of his generals. 25c; 100 or more, 10c per copy; 1,000 or more, 7c 

sina per copy. Prices include transportation, mailing 

\t any time you feel the urge to write your congressman envelopes when needed, and outline studies. Name 
that “there ought to be a law” just write us for subjects. We printed on back cover free on orders of 500 or more. 
have a large assortment of burning questions, issues of the Please send check with order. 

ir, and problems of national importance, which we shall DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 








glad to send along if the above prove insufficient bY 
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H. J. BAUER, MILWAUKEER, SCORES NEWSPAPER 
WITH DIGNIFIED LETTER 


ft 
GAL V ANIZED We reprint herewith a letter which H. J. Bauer 
Milwaukee master plumber, addressed to one of the new 
papers in that city Mr. Bauer's stand is well-taken, ar 
S BEL SINK S his letter is written with a dignity which is bound + 
carry weight 


“Milwaukee Journal May 20, 1925 
Milwaukee, Wis 

















ATTENTION: Editor 
“Dear Sir In reference to the comics which appear i 
your publications from time to time, we are calling your 
attention to the ones which appeared in your editions « 
April 21st by Maurice Ketten, and April 29th by Rin 
Lardner, respectively 








“Articles like the ones mentioned are not considered 
jokes to any one who is educated to realize the necessit 


of plumbing and its sanitation. Also articles like the 





above are bound to cast reflections, and knocking another 
man’s business doesn’t bring anything. 


HESE sinks are made “Whenever I hear a man knocking another man's bus 
: ess, I wonder what his game is Keep your eye open on 
. of the bes . 
t quality open the fellow who says some other man isn’t playing fair 
hearth sheet steel with weld- Iam sure the plumber gets his money just as honestly a 
: any one else, maybe not as frequently, but just as honestly 
ed seams and galvanized “The plumbing business has developed into a real busi 
after completion. ness, and the plumber a real business man. A doctor 
may sit in his office and wait for people to get sick, but 
3 the plumber hustles around and keeps them well. \ 
There are no crevices or man will pay a doctor $25.00 for a diagnosis, and yet 
: complain on a $2.50 plumbing bill. If the plumber held 
pockets where dirt can ac his prices as high as he is entitled to hold his head, the 
cumulate and no spot left public would have reasons to complain. 
: “The public expects the plumber to know what tools to 
ungalvanized. 


take along on every job, but they never tell just what 


the trouble is, and the plumber does not possess clair 
We make them of any size voyant powers to know what the trouble is unless he sees 
the job If he was to take all the tools and material 


and dimensions to fit into necessary for any job, he would need the whole plumbing 
any required space. Special shop. You cannot take your plumbing to the repair shop 
° ° as you do your shoes or watch. 
sinks for any Service, of steel “The plumber should be regarded with more respect 
ae: and the ones who crack jokes about him should realize 
from No.12 gauge to 74 inch what an important part he is taking in protecting our 
plate. health and making surroundings comfortable. Therefore 
these jokes should be eliminated as the plumber’s profes 


sion is one of the leading essentials to our health 


L.O. Koven f& Bro., Inc. “Yours very truly, 


“H. J. Bauer.” 





‘ Our General Office and Works: 
iro 154 Ogden Ave., Jersey City, N. J. 




















The exhibit of the Milwaukee Master Plumbers’ Association 
at the recent Home Show in Milwaukee, Wis. 











fay 30, 1925 DOMESTIC ENGINEERING 97 





KEROSENE WATER 


for your customers. They will save their owners money. 
‘‘Holyoke’’ Kerosene Water Heaters are compact, 
a simple to operate and heat the water quickly. Kerosene 
| fs is a clean, cheap fuel. 


{ Let us give you more details. Write today! 


HOLYOKE HEATER CO. _ 
HOLYOKE, MASS. . 
U.S.A. - ‘a » , 2\\ 
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For Strength and 
Performance 


The heavy brass tank, reinforced at handle and 
burner collar—the patented, trouble-proof burner 
which ensures quick generation by pre-heating the 
gas-—and the ever cool wire wheel and handle are 
just three of the reasons why most plumbers prefer 


DETROIT TORCH No. 2 


Get a DETROIT 
No. 2 and you get 
the best gasoline 
blow torch that 
money can buy. 
Your jobber can 
supply you 


Smooth and Sanitary 


Ask him. 
The perfectly smooth surface 


Detroit Torch CHAS of Wesely Concrete Laundry 
WESELY Trays makes it easy to keep 


& Mfg. Co. y 
Detwett ~ Michigan them clean and sanitary. It 
New York Office: 45 will not discolor or absorb 
ee ty ge ee moisture. 
Tyndale, Toronto; 
SS There is only one genuine 
Sales Co., 
326 S. S Pedro St. ° 
Leo Angeles, Call Wesely Laundry Tray, and it 





is trade marked. 


Chas.Wesely Company 
3116-28 S.Canal &t., Chicago 





WRITE FOR 
CATALOG 
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Mention Domestic ENGINEERING when writing advertisers. 
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The Puro “Liberty 


Drinking Fountain 


Is the Most Desirable Fountain 
for Use in 
Public Schools and Buildings 


If public buildings in your city are not 
equipped with PURO, you have a won- 
derful opportunity to add materially 
to your profits by conducting an active 
campaign to sell and install PURO 


Fountains in these buildings. 





Write us today for catalog and prices. You 
will find it to your advantage to do so. 











nOzz protected sag ontami- Made only by the 
at alah pga PuRO SANITARY DRINKING FOUNTAIN Co. 
Haydenville, Mass. 


























BRECO FLUSH TANKS HAVE 


DEPENDABILITY 





STANDARD SIZES 


UTOMATIC “4 oN Bn / 
WATER SYSTEMS ¢ * — ; FULL WEIGHTS 
. POSITIVE ACTION 
More Sales For Plumbers LONG LIFE 
In ideal installations Gurley Automatic 
Water Systems handle a 28-foot water lift B R E te O 


with perfect satisfaction; in average in- 
stallations, several feet more than any 
other shallow well system. 


Good plumbers everywhere are install- BRE HYGIENIC 


ing them on many jobs where previously CLOSET SEATS 
they had to recommend a deep well sys- 
tem—a very complicated and expensive 
system. 


CLOSET SEATS AND FLUSH TANKS 


QUALITY AND SERVICE AT A 
Simplicity, efficiency and price makes REASONABLE PRICE 
the Gurley System a fast seller. With 


he Gurle siti 1 plumbers 
build a bigger, more profitable business BRE MFG. COMPANY 


with this greatly improved water system. HYDE PARK DISTRICT 

Write us for full information—sizes, BOSTON, MASSACHUSETTS 

capacities, prices and terms. 

: ; MEO OUR CATALOGUE IN DOMESTIC ENGINEERING 
GURLEY PUMP & MFG. COMPANY ee ere CATALOGUE DIRECTORY 

















814 Merchants Bank Bldg. INDIANAPOLIS 
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tisers in thirty magazines for the 
year 1924, a large publishing company reports that 
the total expenditures of the advertisers studied for 1924 


| N compiling its list of leading adver- | 


are larger than for any previous year, exceeding those of 
1923 by $12 when the total expendi 
ture of a certain group amounted to $26,000, that same 
group has spent $110,000,000 on advertising in 1924. 
One advertiser of a prominent product spent over three 
million dollars on newspaper and magazine advertising 
alone. What do these companies expect to gain from 
this enormous expenditure? All the tangible good they 
really hope to get is good will. 

Recently a large manufacturer of a famous product 
sold out. On the list of assets was a two million dollar 
item labeled ‘‘good will secured by national advertising.”’ 
And the company who was buying paid for it in good 
solid American currency. 

If good will is worth that much to some people, why 
should it not be of as much value to you? That is, of 
If there is anything that 
attracts a person to another, it is the latter’s ability to 


A Better Job i in 
Half the Time ' 


£900,000. Sinee 1914 





ON FLAT 
ROOF 








RETLAW is 


Telescopic 


ROOF FLANGE 


made of pure sheet lead, in the patented RET- 
LAW telescopic shape, can be quickly and easily 
adjusted to roofing of any angle without 
special tools. Once installed, it makes a per- 
manent, leak-proof job which will never need 
repairs. 














To ensure RETLAW Telescopic Roof Flanges 
reaching you in perfect condition, each one is 
packed in an individual carton and properly 
labeled for convenient handling. RETLAW 
Flanges are always ready for installation. 


Write us for details. Then order 
from your jobber. 


THE HARKER MFG. CO. 


123 W. Third St. CINCINNATI, OHIO 
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entertain. Be entertaining! It costs practically nothing 
in monetary values or in troublesome effort if you use 
these weekly epigrams, and the amount of good will 
created is inestimable How easy it is to merely write a 


short sentence each morning on opening your shop, and 
the little time vou spend in doing it will be the best 
paid time you have ever worked 

One thing to keep in mind, however, is the necessity 
Merely 
erasing the chalk marks every time vou change the epi 


of keeping your blackboard absolutely clean 
gram is not sufficient, as after several erasures the board 
is so chalk-laden that it is difficult to read So every 
night when you bring the blackboard in, wipe it off with 
a damp cloth, so it will give enough contrast to the 
white chalk 

Seven more of these little quips are below, and await 
ing to be transferred to yvour board Make use of them 


Clever but conceited people might he called the hu 


morous vain 


7 * * 
People who are in love imagine they fool other people 
* * * 


Liquor may improve with age, but age doesn't improve 
with liquor 
. * 7 
The golden rule measures twelve inches to the foot. 
oa * * 


Gold dust has made many a man blind to his duty 


* * + 
Cupid intreduces more house bills than all our congress 
men 
* * * 


The dollar you pay back looks twice as large as the one 


you borrowed 








Kitchen Katch-All 


The Sanitary Under-the-Sink Strainer 


Clean 


San- 
itary 


Con- 
ven- 
ient 





Si» real merit of the Sanitary Kitchen 
Katch-All is recognized immediately and 
brings about quick repeat sales from friends 
of house-wives who are the proud posses- 
sors of a Sanitary Kitchen Katch-All. 


Manufactured by 


THE OHIO METAL UTENSIL CO. 
1510 East 45th Street CLEVELAND, OHIO 
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PEERLESS 
%.BéK, eg 
“A 
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Compare Costs Carefully 


Bignall & Keeler Machines are built for 
continuous operation, producing satisfac 
tory threads at low cost. 


We furnish special dies, either skip or 
standard tooth,’ for threading operations 


Let us quote on your requirements 


BIGNALL & KEELER MACHINE WORKS 











PEERLESS of the N. O. Nelson Mfg. Co. PEERLESS 
© rsu. /© Sn 
Oey: 6 EDWARDSVILLE, ILL. “G,BEK g’ 
/9 /y 
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Your Problem 
is 
Our Problem 
Soldering vam rem 
Nipples Quality Metal 
_ 
ait Accurate Machining 
+ 
Inspection 








Phoenix Product 
Your Solution 


Our 
)) Catalog 
in " 








Phoenix Bra ss Fdry 


bay batejcolae 
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PATENTS 


Heating Department 











1.533.081. Oil Burner. Aubrey A. Adcock, Kansas Cit 
Me An oil burner comprising a base pan, a double walls 
cone secured to the base pan, the inner wall of the con 

A 
é , 
° rj 
3 y Ce 19K 
a 
a? 
"i 1,533,081 
having perforations near the base and the outer con 
having perforations from the base to the apex, a mixing 
chamber extending through both walls of the cone, and 
means for discharging a hydrocarbon into the mixing 
chamber 
* * * 

1,533,094 Valve-Controlled Oil Purner Randolph J 

Buehler, South Bend, Ind. The combination with an oil 


preheating burner, an oil supply pipe for said 


supply pipe for said preheating burner 


burner, a 


a £aSs 


oil burner 


Piel ie 
ia | 
{| \ og (oerne 
so | | 
F ¥ {L 
| ee 
| : 





a 
¢ P 
"y / 
| —_——_——__ - — 
1.553.094 
| a valve carried by the oil supply pipe, a valve carried 
by the gas supply pipe, of controlling means for said 
| valves whereby a flow of gas to the preheating burner 
will be supplied before a flow of oil is supplied to the 
| oil burner, and means whereby when a maximum supply 
of oil is supplied to the oil burner the supply of gas to 


burner will be stopped 

- . * 
Machine. Andrew 
bending machine, 


the preheating 


Miller 
a bend 


Bending 


a pipe 


1,533,443 
Newport Ne 


Pipe 


ws, Va In 





ing member including a base plate having similar op} 
sitely disposed supporting extensions, a vise similat 
attachable to either of said extensions for right and } 


pipe bends, a series of segments forming a bending wh 
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und and secured to the said base plate, a shaft on 





ich the base plate is mounted, and means to rotate 
d shaft, one of said bending wheel segments having 
angularly outstanding extension engaging the vise and 
ming a bracing support therefor 
° . . 

1,533,420. Oil Burner. jenjamin W. Hurd, San Fran 
o, Calif The combination with an oil burner, of an 
tomatically controlled pilot light structure associated 
ewith and disposed to cause the flame therefrom to 


Fd : 
, - f 
Ox | 
| A ~ 
-) 
re jo/ rh 
i abd, 





ersect the flame issuing from the oil burner, and in 
iding an intensifier barrel arranged in advance of the 
pilot light structure, a tube for guiding the flame of the 
pilot light into the intensifier barrel and means for ad 
itting air under pressure into the barrel of the intensi 
fier for intermingling with the projected flame of the 
pilot light and projecting the same beyond the intensi 
fier barrel for impingement against the stream of vapor 
uing from the burner 


* * * 


1,523,630. Combined House-Heating and Domestic Wa 
er-Heating System. James L. Breese, Jr., Chicago, Ill, 
In a heating apparatus, a boiler, a pair of independent 


iting medium circuits, said circuits having the boiler 

















1,533,630. 


a common source of supply, and one thereof supply 
house heating devices, the other operatively con- 
ted to a hot water storage tank, a burner for supply- 
heat to the boiler, thermostatic means responsive to 
ler temperature for controlling the burner, and ther 
tatic means responsive to house temperature condi 

for cutting in or out the house heating circuit. 

a * 

53,533 Combustion Chamber for Oil-Burning Fur 
Gottfried Wirrer, Plainfield, N. J. An over-fired 
or gas burning furnace having a hearth, a combus- 








Over 2,000,000 in Use 


The Hessler | 
Adjustable 
Roof Flange 


Installing a Hessler Roof 
Flange is such a quick 
and simple procedure it 
is no wonder they are so 
popular with plumbers 


Put up in ten minutes 
time without helper. No 
hot lead, oakum or putty 
No tools needed except 
ahammer, yet the Hessler 
Flange will last as long 
as the building. 


Made in six sizes, in gal- 
vanized and copper 
Reasonably priced. If 
your jobber cannot sup- 
ply you, we can. 


H. E. Hessler Co. 
Syracuse, N.Y. 
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is the nearest 


Water Heater 


of simplicity, 





i; 
THE 
| NEW 





OHIO 


It possesses all the desirable feature 


in an unusual ¢ 


thing to a perfect Ga 
that the market affords 


efficiency and economy 


legree 


The pecial t 


burner ensure pe 
fect and om plete 
combustion the 


double coppe: 

offers the grea 
possible heat ab 
ing surface and the 
shell flared at the bot 
tom to admit se nad 
ary air and narrowe 

at the top to hold the 


flame close to the coil 


Write us for full de 
tails. Then, orderfr 
your jobber ; 
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THE OHIO 


HEATER CO. 
Columbus - Ohio 
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The PENN 
Vise Post and 
Pipe Bender 


Pays for Itself 
Every 60 Days 


Easily Handled— 
Made in two sizes 


If your jobber does 

not have it, write us 

and give us his name, 

or we can supply 
you direct. 


O 


Made by 


PENN 


Engineering Co. 
Reading 











_ Have you any used 
tools? | 


No doubt you have. Chances 


arc, they are lying somewhere 
Possibly 
new tools have replaced the old. 
These old tools will bring you 
dollars if advertised in the “For 
Sale’ columns of DOMESTIC 
ENGINEERING. 
plumber in another locality may 
be waiting to obtain these tools, 
in good condition, at reduced 


around your shop. 


Some 


The very low rate of 8c 


prices. 
per word makes the Classified 
Page a good buy. 
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| casing being in contact with the chimney gases, air inlet 


| and 
| bination with a faucet having a body provided with an 
|; outlet in one face thereof, a gate slidable over said face 


| member in which the gate is mounted normally envel- 
| oping the outlet-face of the body, a catch member mounted 
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tion chamber in the upper wall of the furnace of ger 
erally frusto-conical form and having its walls flaring 
downwardly and 


fuel 


outwardly with respect to the hearth 
inlet 


an elongated opening frusto-conical in for 























1,533,533. 


having widest portion extending through the 
wall of the combustion chamber and discharging there- 


into adjacent the upper end thereto and tangential thereto. 
o * - 


and its 


1,534,169. Heating Device. Joseph L. Donat, Chicago, 
Ill. A heating comprising a hollow U-shaped 
casing adapted to be inserted in an aperture in the wall 


WSS VRWQAaa 
} } 
. P| 


device 




















1,534,169. 


of a chimney, the recessed portion of the walls of the 


and exit openings in said casing opposite said recessed 
portion of the walls, and means for controlling the flow 
of air through one of said openings. 


Plumbing Department 


1,533,398. Safety-Lock Faucet. George W. Derman 


Joseph A. Monighan, Sacramento, Calif. In com- 


to cover or uncover the outlet, and a hollow handle 











€ 1,533.398 





_— 


ee’ 
? ~ masonite 
' 


s p) 1,532,714 


in the handle above the gate and engaging the body 
face when the gate is closed, and a releasing member 
for said catch member extending through and above the 
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There is 


REAL SATISFACTION 
in selling the 


RECO 
‘SEPTIC TANK 








| 




















Also, in the sale of a Septic Tank you have sold a prospect for a complete Plumbing 
and Heating installation who heretofore missed these comforts for lack of sewage 
disposal. 

The RECO SEPTIC TANK excells all other makes in Size, Design, Quality and Work- 
manship. If you will investigate you will follow the lead of the Best Houses everywhere 
and recommend the RECO SEPTIC TANK above all others to your customers. Write 
for prices and discounts. 

One family size—weight 300 pounds. 


mea )=©=©6 RICHMOND ENGINEERING COMPANY 
930 Brook Avenue RICHMOND, VIRGINIA 
RECO PNEUMATIC TANKS 





RECO HOT WATER STORAGE TANKS 





GUARANTEED 


DOWELLED 
“on ae 











Pershing Hotel 


| 

| 

Corner Cottage Grove Avenue and 64th Street | 
Chicago, Illinois | 

} 

| 

| 

} 

| 


No. 29 


Another Reason for Specifying 
Lion Brand Guaranteed 
Dowelled Seats 


Every foot of lumber used in making Lion 
Brand Seats is kiln dried at our plant. 


T= is quality of accommodation at this new South Side 
hotel without the excessive expense of downtown hotels. 
Every room is exquisitely furnished and has private bath. 
Only a few minutes from the 63rd Street station of the Illinois 
Central, Michigan Centra! and Big Four, and the Englewood 
station of the New York Central, the Pennsylvania, the Rock 
Island and the other railroads. Within a short ride of every- 

where via elevated express trains, surface cars, boulevard mo- | This eliminates all chance of the wood ab- 
tor coaches or suburban trains. Rates $2.50 and up a day for sorbing moisture before being fabricated 
one person, $3.50 and up for two. Chicago’s largest restau- which would later cause checks and cracks. 
| 





rant is in the Pershing. Ask 


Your The Olmstead-Thomson Mfg. Co. 


Jobber New Britain, Connecticut 











H. E. RICE, President and Manager , 


_— 
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a a - : handle and depressible theretoward to release the cat i 
’ the gate being opened by a movement of the handle in §& 
WILHELMI and MODERN i eee 3 
* an upward direction rg 
Copper Range Boilers a — 
DERN : - : 
Unexcelled in design, mate- aes 1,532,714 rathtub Leon Revera Paul, Chicago 
. PATENTED rial and workmanship. PATONT As an attachment to a bathtub, an arched hood p 
- pe Interior thoroughly tinned. , vided at the bottom with a curved flange fitting 
i No iron used in construc- the roll-edge of the tub and made along its arched fr: 


b write 
256 te TEST. tion 


1 l edge with a tubular rim having rows of orifices inward 
(;,uaranteed against col- : “ 
inee. : g directed, the hood comprising between the flange and 
imapse 

" , > Sai é ter ; i i ‘r wall, ‘re being 
Always satisfactory. You the 1id rim an outer and an inner wall there b it 
can safely install them on | said inner wall a recess, water connections leading into 
your best jobs the space between said walls, and control valves in 1 
Order from your Jobber. Made by connections having handles seated in said recess. 
| * . * 

Hayes Manufacturing Co. 


£9 ¢ ‘ : 7 loaata ‘nek ¢ ‘ -Of for 
eee Mae 1,534,694. Combined Waste Cock and Cut-Off for 


Water Pipes. Ballard M. Deskins, Waverly, Ohio, and 
Kennis F. Deskins, Logan, W. Va. In a union for a pipe 


. 
Sh B h C line, a cut-off cock in said union, and a projection on said 
ower at urtains union provided with a socket for a waste cock, the bore 
Must Be Replaced | of the union having a branch connection with said socket 


whereby upon said waste cock being turned into open 














position and the cut-off cock into closed position, water t 
Let your customers know that you can replace will flow through said branch and out through said waste 
worn shower curtains by displaying one in cock instead of along the pipe line beyond said cut-off 
your window. We can furnish standard sizes sa 





packed in individual boxes for over-the-coun- 


a, wy . 
ter sales. PF aod NOT 


ee 
* 


fu ; Vy r¥ es 
<* ite es nt eR 9 cag ay ee 

+ . 10 -* +4 aks 7 * 7 
Sanitary Bath Curtain 1,554,094 7 arn oi 
Mfg. Company, Inc. 1,534,425. Pipe Joint. Augustus H. Stowell, Spokane 
132-136 W. 14th St. New York City | Wash. A joint comprising spaced pipe sections each 


having a smooth exterior face and a coating of asphaltum 























| thereon, the adjoining ends of said pipes having beveled 


THE GLEOCKLE | faces to form an opening wedge shaped in cross section 


Wrought Iron Adjustable | a filling of cement in said opening, and an exterior band 
of cement integral with said filling embedded in the 


RADIATOR BRACKET asphaltum coatings 


for wall and column radiation 


7 - ” 
1,534,327. Cock for Faucets with Stop Valves. Peter 
Used in buildings where |-R. Richards, Cleveland, Ohio, assignor to The Republik 
the best equipment through- trass Company, Cleveland, Ohio. A cock or faucet stem 


° shed having a partition therein said stem being tapped through 
out 18 spec the upper side and through the partition and providing 
Write for Booklet 


A. F. GLEOCKLE, JR. rounding said stem, a disk or plate for holding said 
418 Bay Street, ROCHESTER, N.Y. washers in place and a cap screwed into the top of the 
Patented Our catalog, page 440 Domestic Engineering Catalog Directory | stem and protecting the upper end of the stop valve 


Fit-All Pipe Hanger 
Saves Time and Money 


FIT-ALL comes in a handy roll, is easily carried and 
quickly applied. No long bars, stove bolts or waste 
ends. Material is galvanized cold rolled strip steel 
with tensile strength of 1500 lbs. Satisfaction is guaran- 
teed. Fit-All is carried by principal jobbers. If your 
jobber can't supply you, write direct for information, 
prices and sample roll at fac tory price 


a valve seat in said partition, a valve having a seat, a 
| threaded portion and a stem, concentric washers sur 
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Get Fit-All today and you ll use it always. 


Consolidated Steel Strapping Co. 


Mfrs. of Signode, the Sealed Steel Strapping 


~ 


1,534,260. Valve. Harry Feldbush and Herman Mill 
Cincinnati, Ohio, assignors to Worthington Pump 


> 


— 








2608 N. Western Ave. Chicago, Ill., U. S. A. Machinery Corporation, New York, N. Y. The combi: 
Jobbers notemThere are some jobbing districts available. ‘ tion with a valve seat having one or more ports, 


plurality of thin elastic valve plates arranged in sup 
posed relation to each other over said port or ports 





mounted to bend uniformly in functioning 











. | Have You the Latest Edition? 


‘Been are constantly taking place in the plumbing and heating industry. New firms start 
in business, new specialties are put on the market, manufacturers discontinue some lines and 
| add other items, concerns consolidate, discontinue business, etc. It is, therefore, necessary to 
front revise Domestic Engineering Catalog Directory and bring out a new edition each year in order 
ah to furnish the buyer the latest, most up-to-date information obtainable. 


In the 1925 edition, now being distributed, over 30°, changes 
were made in the Classified Section and the Catalog Section con- 




























tains about 50°; more manufacturers’ catalog pages than the 


1924 edition. 





The rapid growth since the 1923 edition 
ll was published is illustrated by the compar- 
cket ative sizes of the three editions shown here. 
Open 
ater 


Domestic Engineering Catalog Directory 
gives you an up-to-the-minute catalog file 
right on your desk, bound in a single cover, 
together with listings of some 2000 items; 


aste 


t-off 


an alphabetical list of some 4000 manufac- 
turers with street addresses, and a section of 
standard tables and rules a 
complete encyclopedia 
for the buyer of plumb- 
ing and heating supplies. 


In the Catalog Section 
over |1,000 items are illus- 
trated with all the descrip- 
tion required to place an 
order. The entire book is 
thoroughly indexed and 
cross-indexed. 


Special Approval Offer 


As a reader of ‘‘Domestic Engineering”’ 
we want you to have a copy of this Direc- 
tory for inspection and approval. We feel 

sure when you see the book you will desire 

to keep it. If for any reason you wish to 
return it after thirty days’ free examination, 
you may do so without obligation. 


Take advantage of this liberal offer and mail 


Standard the coupon today. There are only a few copies 
Catalog of the 1925 edition left. 

Size — 1732 

72"x103" Pages er ee ee 


4 Please send us a copy of the 1925 edition of Domestic { 
a Engineering Catalog Directory in accordance with the 1 
t special approval offer. We will either remit $5.00 or return 
PUBLISHED BY ' the book within 30 days. | 
l ‘ 
DOMESTIC ENGINEERING CO. 1 Name 
i 1 
Directory Department 1 , 
ne - 1 Street i 
>. £ | 
1900 Prairie Avenue CHICAGO, ILLINOIS l . 
i City State 
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Plumbers and steamfitters everywhere 
are rapidly taking up Reading's sug- 
gestion of submitting two estimates on 
every bid that requires an installation 
of any amount of pipe. They are find- 
ing that “it works.” 


Have you tried this plan? 


Qn your next bid submit an estimate 
based on. steel pipe costs, but with 
that estimate also give a quotation in 
which you specify Reading Genuine 
Wrought Iron Pipe. The “Reading” 
estimate will naturally be higher, but 
the public now recognizes the advant- 
ages of “the pipe that endures” and 
realizes that its higher first price 1s, in 
the end, a genuine economy. 


Your steel pipe estimate protects you against others bidding on the same basis, while the Reading 
quotation gives you a chance to get “more money for less work”’-— more money, because you can 
cut and thread Reading Genuine Wrought Iron Pipe in about half the time it takes for steel. 


All told you have everything to gain and nothing to lose. Try this plan on your next bid. Send 
fora supply ot **>-Bid Si bers.’ 


READING IRON COMPANY 
Reading, Penna. 


World's Largest Manufacturers of Genuine Wrought Tron Pipe 


Seattle 


Boston St. Louis Cincinnati Philadelphia Tulsa 
Houston 


Pittsburgh New York Los Angeles Chicago Baltimore 


READING PIPE 


¢ GENUINE WROUGHT IRON 
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534;227 Pipe-Engaging Slip Gerald R. Livergood, 
Houston, Tex. Ina slip for rotaries comprising a plurality 
of pipe engaging jaws, means to hold said jaws loosely 
together comprising a segmental plate, a pin on each jaw 


slidable in said plate and having a limited movement 
relative thereto, bearing means for said pins, mortices in 
t! adjacent faces of each of said jaws, a key fitting 
Joosely in the mortices of two adjacent jaws, and serving 
to connect said jaws flexibly together and means to retain 


d keys in said mortices 
. ” - 
534,228. Multiple-Jaw Slip tor Engaging Pipe. Gerald 
kh. Livergood, Houston, Tex. A device of the character de 


cribed comprising a downwardly tapered bowl, a pipe-en 
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1,534,227. 7 Lodols 
gaging means tapered to fit therein comprising a plurality of 
pairs of jaws toothed on their inner faces to engage the 
pipe, pivotal means to hold each of said jaws loosely to 
an adjacent jaw, connecting plates securing each pair of 
jaws at their upper ends, and a holding plate pivotally 
ioining said connecting plates in the manner described 
. * ca 

1,534,513. Gate Valve Weston M. Fulton, Knoxville, 
Tenn., assignor to The Fulton Company, Knoxville, Tenn. 
In a gate valve, the combination of a valve housing, 


opposed inclined valve seats therein, a wedge-shaped valve 


member for wedging engagement with said inclined seats, 


a valve stem, a motion-multiplying connection between 
said valve and stem swinging said valve laterally of said 
stem and transversely to the axis of said seats, and a 


flexible member providing a fluid-tight connection between 
and 


said stem housing 


* * * 








for Henry 





1,534,167 Cleaning Pipes 


Deavitt, 
, Chicago, 


Composition 
Chicago, Ill., 
Ill. A pipe 
weight of 


M assignor to Central City Chemical 


Co comprising ten 


of 


cleaning mixture 


parts by caustic soda, four parts by weight 


part by weight of silicon 


* * ” 


caustic and one 


potash, 





1.534.575. Heating Device. Joseph L. Donat, Chicago, 


A heating device adapted to replace an entire 
chimney, a flue of shorter length than 
adapted to register with the radiators surround- 


section 


I] 


of a said section 


chimney, 


ing said flue, a damper in said flue adapted to control 

e flow of gases from the chimney around the lower end 

of the flue, up the outside of the flue and around the top 
of the flue into the chimney again 
a * ” 

1.534.898 Water Heater Ludwig L Bluemlein, 

Hartsdale, N. Y. A water heater, comprising a container 

lapted to be filled with water, a heating coil arranged 
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Adsco 
Graduated 
Packless 
Radiatcr 
Valve 








Offices: 


Adsco Heating 
Saves 15% 
25% Fuel Cost 


Write for Folder A-53-D-2 


to 


AMERICAN DistRIc% T STEAM COMPANY 


Nout TONAWANDA. NY 


New York Chicago 


ADSCO HEATING 


Seattle 
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Patented. 
. 60 Furnace, One Gallon, 
Gasoline-Kerosene. 


No 


Your Men Want Furnaces and Torches of 


QUALITY 


—We Manufacture 


If you are not familiar wi 
“ALWAYS RELIABL 
you should investigate it 
diately 

Jobbers can supply from st 
will order for you 


NEWARK, N. J. 
Offices in 


New York City, Chicago, 
Seattle, 
Helena, Mont., and St. 


Francisco, Los Angeles, 


Thomas, Ont. 


Also a full line of plumbers’ t 


OTTO BERNZ CO. 


Them 


th the 
line, 
imme 





ools 
ock, or 


Inc 


San 














When you need 


Soldering Flux, 


Try Yager’s. 
14 lb., 1 lb. and 5 Ib. 


Your dealer will supply you or 
write us and ask for Free samples 


ALEXR.BENSONCO.,INC., HUDSON, N.Y. 


For list of distributors see 1924 McRae Blue Book 


Sales Agency for Canada: Canadian General Electric Co., Ltd., Toronte & Montreal 





















The STINSON Patent Equalizing Valve 


A system designed to prevent Water Hammer and any reaction 
in the water supply system in the building. 
the Stinson Equalizing Valve is guaranteed to completely and 
thoroughly remove any vibration in water pressure systems of 


piping. 


PEERY 





| _ ee 


\ \y Lied.“ 


If properly ins 


The Valve is made in sizes as conditions require 


Stock sizes: 1% and 


2% inch. 


1% inch will take care of from \% inch to 2 inch supply 
2\% inch will take care of from 2 inch up to 4 inch supply 


Send rough sketch of piping in basement and I will advise you the 


proper place to install the equalizer. 


Robert Stinson, 216 Market Street, 
Oh EE EE EX EK HOE I MMO 


Pittsburgh, Pa. 
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DOMESTIC ENGINEERING May 


the container, an inlet pipe extending from the low 





end of said heating coil to a point exteriorly of the cor 
tainer, an outlet pipe extending from the upper end 

aid coil to a point exteriorly of the container, and heat 
ing means arranged within said coil, said heating mear 
enclosing a tubular member closed at the upper end and 


rigidly secured at the lower end to the bottom of th 


i Vv t \ * é AK 
& | 
7 Cao 
Flush ee B ll > container, the same being secured in such a manner as to 
‘ auts 


have proven so satisfactory in service that overeighty thor < 
i . isan 


have been installed during the past five years You can't go 


wrong on KOR KET, “The Permanent Flush Ball.” Air boosts 

it vacuum seats it--without fail Order from your jobber 
‘Retains Ita Shape" 

KOR KET SPECIALTY CO. 

3334 30th St., Detroit, Mich. 




















“TOLEDO” Solderless Floats 


a Tested and 
Guaranteed 


Made from the purest of 
copper. Spuds tapped with 
a deep thread to fit full 
quarter twenty rods. 
Tested before shipping and 
guaranteed to stay tight as be water-tight. a core snugly fitting in said tubular mem 
long as the copper itself <a . : 
lasts. ber and extending from top to bottom, said core having 


1,554,898 





Manufacturers and jobbers: Our prices are right. a spiral groove, a heating coil arranged in said groove 
Write us for quolations on your requirements 


substantially air-tight means for guiding lead-in-wires 
The Reichert Float & Mfg. Co. to said coil, said core being provided with a longitudinal 
2238 Smead Avenue Toledo, Ohio aperture for permitting one wire to extend to the top of 








uxKEX KEXX 7 — the coil while the other extends to the bottom of the 


coil 


The The city of Haywarden, Iowa, has raised the necessary 
EMERGENCY funds, and is having plans made for the construction of 
LEAK | a new municipal swimming pool 


MADE IN ALL SIZES StOrren Bids are being taken in Los Angeles, Calif., by F 


YOUR . Sward for the erection of a bathhouse in that city at the 














JOBBER OR corner of Gable and Chicago streets, including a swim 

SUPPLY a a pac ceyphecg ming pool. 

HOUSE ‘ ” ~t The citizens of Bridgewater, Mass., have decided on 
HAS THEM ‘ . the location of their new municipal swimming pool, and 
OR ORDER oe . ' | ** ‘ d will start construction as soon as all arrangements are 

DIRECT é ‘ made. 

FROM \ ‘ The Powell Paving Co. has been awarded the contract 

for the construction of a swimming pool being built by 
Ludlow Stamping & Fabricated Steel Co. Pee the Kiwanis Club of Winston-Salem, N. C. The pool is 


Manufacturers and Distributors 


779 North 28th Street Philadelphia Pa. eee near the Waughton grade school, and will cost approxi- 
Dept. K Let Us Quote on Your Die Work and Stamping mately $6,500 


HARTMAN INGOT METAL COMPANY | 
SMELTERS and REFINERS 














Producers of the highest grade Ingot Brass and Bronzes 
Specializing in Ingots for Manufacturers of Plumbing and Heating Brass Goods 


2511-35 W. 21st Street CHICAGO Phone: Lawndale 0627 


WALWORT Valves, Fittings, Tools for Steam, 
Water, Gas, Oil and Air 


23,000 different items, each designed for a specific duty. Your supply house can get yours 
through the nearest Walworth sales unit. 


Walworth Mfg. Co. Boston—Kewanee, III. 


Chicago - Cleveland - Glasgow- Kewanee, Ill -London-New York WALWORTH rt co. 
Philadelphia - Portland, Ore.- San Fré o - Seattle - Y. ou NE K 
iladelphia ortlan e.-San Francisco - Seattle - Youngstown FOREIGN REPRESENTATIVE 
































